Denver's New General Rose 
Hospital 


Some New Ideas in 
Hospital Design 


Recent Legal Decisions 


Prescription Pad 


Nell Robinson, Superintendent, East 
Liverpool (O.) City Hospital, Hospital 
Topics’ Personality of the Month. See 
Page 11. 
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UNSTERILE FIELD 


The AMERICAN” postwar 


(MODEL DMCA) 


Complete intensity and directional control can | 
be readily maintained by the circulating nurse 
or anesthetist from the Head End of the operat- 

ing table . . . outside the sterile surgical area. 

This excellent point of vantage insures accuracy 

as well as speed in making the changes in posi- 

tion called for by the surgeon before or during 

the operation. All interference with the surgical 

team is avoided. 


NOTE DUAL CONTROL FEATURE which permits 
full manipulative direction of true horizontal 
light-beam approaches . . . an ‘exclusive advan- 
tage made possible by a unique combination 
track and offset mounting. Height adjustment 
over the operative site, and complete flexibility 
of illumination from any desired angle in both 
vertical and horizontal planes can now be quickly 
and accurately attained. 


Only “American”? Luminaires provide 
these additional combined advantages— 


@ Choice of light intensities before and 
during operation. 


@ Unsurpassed shadow reduction. 


@ Diagnostic color control. 


Note convenience and sim- 
plicity of cleaning and main- i 
tenance operation 


@ Scientific heat control. 


WRITE TODAY for descriptive literature 


AMERICAN STERILIZER COMPANY 


Erie, Pennsylvania | 


Ys DESIGNERS AND MAN CTURERS OF SURGICAL STERILIZERS, TABLES AND LIGHTS ak | 
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IN PERIPHERAL VASCULAR DISEASE 


CHLORIDE 


ofrh te diitiurtances 


in peripheral vascular disease can often be accom- 


plished by medical block of autonomic ganglia 
with ETAMON CHLORIDE. 


In thromboangiitis obliterans, arteriosclerosis oblit- 

erans, thrombophlebitis associated with spasm, 
causalgia or reflex dystrophy, Raynaud’s phenomenon 
and related functional disorders, ETAMON CHLORIDE 
promotes increased blood flow to the affected extremities. 
“Medical sympathectomy” with ETAMON CHLORIDE 
is also indicated as a diagnostic procedure to determine 
if patients will be helped by surgical sympathectomy. 


Admninishalion: Intravenously or intramuscularly. Dosage 
varies according ‘to physiologic needs of the tissues. De- 
scriptive literature giving full details is available on request. 


PACKAGING: ETAMON CHLORIDE (tetraethylammonium chloride, 
Parke-Davis) is available in 20 cc. multiple-dose Steri-Vials®, each 
ce. of solution ‘containing 0.1 Gm. of ETAMON CHLORIDE. 


PARKE, DAVIS & COMPANY « 


DETROIT 32, MICHIGAN rd 
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“a summation of activity” 


Council on Pharmacy ond Chemistry, A.M.A. 
J.A.M.A. 137:789 (June 26) 1948. 


In Tincture Mercresin,* secondary amyltricresols and 
orthohydroxyphenylmercuric chloride “supplement each other 
so that the mixture is approximately twice as germicidal 
for Staphylococcus aureus as the component cresol derivatives 


alone and seven to ten times as germicidal as 


the mercury compound alone.” S&S 


Mercresin combines this germicidal potency with 
bacteriostatic and fungicidal properties for 


1. antisepsis of superficial wounds or infections, 


2. irrigation of certain body cavities and deep 
infected wounds, 


3. topical application to mucous membranes, and 


prophylactic surgical preparation of intact skin. 


dary-amyltri Is 1/10% 
Orthohydroxyphenylmercuric 


TINCTURE MERCRESIN 


BRAND OF MERCOCRESOLS i (Tinted): 2 oz., 4 o2., pint, and 
gallon bottles 


(Stainless): 4 oz., pint, and 
gallon bottles 


Upjohn FINE PHARMACEUTICALS SINCE 1886 


KALAMAZOO 99, MICHIGAN 


“TRADEMARK, REG. U.S. PAT. OFF. 
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She Friendly Hospital Journal 


FEATURES— 
Denver's New General Rose Hospital 12 
Some New Ideas in Hospital Design. 
- Personality 11 
Published by DEPARTMENTS 
THE HOSPITAL BUYER Co., Inc. 
30 W. Washington St. 
DEarborn 2-5148 
J. F. Fleming, M.D., Editor. 28 
Frances Cretcher, Managing Editor. — 
+ 
? 
Van Buren Ave., Teaneck, N. J. Phone: 
TEaneck 6-6849; G. G. Curtis, Board of 
Trade Bldg., Chicago 4, Phone: - HArri- 
son 7-0706; Duncan Scott, Mills Bldg., 
San Francisco 4, Phone: Garfield 7950; 
2978 Wilshire Blvd. Los Angeles 5, 
Phone: DUnkirk 8-4151; and 827 Securities 
Bldg., Seattle 1, Wash., Phone: Seneca 
6135. 
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te Velva-Babe Hospital Nursery Soap . . . reliable 
and dependable. Used by Hospitals, nurses 
and doctors for many years, with highly satisfactory 
results. It is a Palm and “i Oil liquid soap, leaves 
the baby's skin soft and cool. 


Velva-Babe Dispenser; a handy portable dispenser for 
oil, soap and alcohol; operated with the back of the 
hand, leaving other hand free to protect the baby. 


Sani-Septo Portable Dispenser . . . is made from exclusive Hillyard patents. 
Sturdily constructed of triple-plated brass, telescopic swivel spout, ad- 
justable for all types of laboratories. Will not drip or corrode. Gravity 
feed makes failure impossible. Machine guaranteed for life. 


* Surga-Han Liquid Soap . .. has performed the all important job 
of surgical wash-ups with dependable efficiency. Having an ex- 
tremely heavy body, Surga-Han should be diluted from two to five times 
with distilled water, according to the lather ‘: 
demanded by surgeons. 


Read this new book showing There is a Hillyard “Main- 


the proper treatment for all taineer" in your vicinity. 
S$ teat Sex Call, write or wire for his 
we P advice. His co-operation and 
Write for your FREE copy. helpful suggestions are 
‘ given without cost or 
obligation. 


1947 


So fa Jo. calif, DISTRIBUTORS HILLYARD CHEMICAL CO. ST. JOSEPH, MO. srancnes IN PRINCIPAL CITIES New Vork 23, 


Advertisers’ Index 


Abbott Laboratories ait : inside back cover Hotel Tuller 37 
American Hospital Supply Corporation 25 Laboratories, Inc. 29 
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Seneca: De Brevitate Vitae (after Hippocrates) 


“Life is short—the art (of healing) is long.” 
Modern physicians agree with this early Greek- 
Roman aphorism. The art of healing is not yet 
short. But today the doctor is free to devote him- 
self to perfecting the application of modern thera- 
peutic agents, perfectly secure in the knowledge 
that the drugs he uses are uniformly and depend- 
ably. potent. Today one of the most discouraging 
obstacles to the art of healing has been removed. 
Available to all physicians are drugs of UNIFORM 
DEPENDABLE PURITY. 


For over 80 years physicians have relied on the 
UNIFORM DEPENDABLE PURITY of MALLINCKRODT 
products. 


MALLINCKRODT Ether for Anesthesia 
MALLINCKRODT X-ray Media 


MALLINCKRODT Prescription Chemicals 


82 Years of Service lo Chemical Users 


MALLINCKRODT CHEMICAL WORKS 

Mallinckrodt Street, St. Louis 7, Mo. » 72 Gold Street, New York 8, N. Y. 
Chicago * Cincinnati * Cleveland * Los Angeles * Montreal « Philadelphia * San Francisco 
UNIFORM DEPENDABLE PURITY 
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Vita brevis—Ars Longa | 
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All the advantages of 
aqueous conductive 
heat with mild, 
sedative underwater 


massage 
\T 
HYDR' TANK U 
01 In physical medicine, 

FULL Ille equipment is more and more 
eet the preferred choice of specialists and hospitals 
vow mode! Bath) alike. Precision engineering “builds” into each Ille unit a 

“(an Improv high degree of efficiency, safety and economy of operation—such important 


considerations in equipment designed to relieve pain and disability and improve function. 
Descriptive literature and medical reprints readily available. 


ILLE HYDROMASSAGE 
SUBAQUA THERAPY EQUIPMENT 


OTHER ILLE UNITS: New Improved Paraffin Bath, 
Mobile Sitz Bath, Folding Thermostatic Bed Tent, etc. 


ELECTRIC CORPORATION 
- 36-08 THIRTY-THIRD STREET 
LONG ISLAND CITY, N. Y. 


"More and more as surgeons (and their staffs) appreciate the 
quality. inherent in Crescent blades not only i inthe caliber 

+ of steel employed, but ‘in fabrication are they standardizing. 
on these master blades, so inexpensively priced. Discriminating 
operators find Crescent blades extra sharp, extra rigid 
extra sensitively balanced and therefore extra ua 
Test and Samples gladly forwarded. 
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"(full daily adult 


requirement) 


Well tolerated amino 
acids for replacement 
of protein lost through 
a burns, injury, surgery, 
gastro-intestinal disease 
and inanition. 


Start your Blood Bank 
with just 3 Bottles... 


It’s easy with the CUTTER Safti-System, 
a safe, simple, and economical method that enables 
every hospital, large or small, to have its own effi- 
cient blood and plasma bank. 

Look at the blood bottle—the CUTTER Saftifuge. 
The new label is easy to read and provides ample 
space for recording essential data. The exclusive 
3-piece cap is easy to remove without tearing fin- 
gernails or rubber gloves—just one pull of the tab 
removes the outer protective cover. The inner re- 
placeable cap lifts off and exposes the sterile self- 
sealing rubber stopper. With the new expendable 
plastic donor set you are assured of easy trouble- 
free blood withdrawal and CUTTER’S closed vac- 
uum system guards against contamination. 


A-C-D (a CUTTER — Armed Forces war develop- 
ment) permits storing of whole blood for 28 days— 
blood always ready for instant transfusion. If un- 
used, the supernatant plasma may be withdrawn, 
without centrifugation, pooled and stored to provide 
your plasma needs. 

Plasma banking, too, is simplified by the CUTTER 
Safti-System. Eight or more plasmas are accumu- 
lated in a CUTTER Pooling Flask: When the pool 
is complete, plasma is dispensed into Plasma Flasks 


for storage. This system safeguards plasma under 


vacuum—ready for instant use. 

There’s a Cutter Expendable Set for administra- 
tion of blood, plasma or I.V. Solutions in Saftiflasks. 
Each set is sterile, pyrogen-free and individually 
boxed for convenient storage and instant use. 

Just 3 bottles give you a blood and plasma bank. 
Your Hospital Supplier has them immediately avail- 
able and will be glad to demonstrate the CUTTER 
simplified Safti-System. 


CUTTER LABORATORIES + BERKELEY 10, CALIFORNIA 


CUTTER 


Safti-System - Blood and Plasma Banking 


evacuate? 
COOLING . 
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HOSPITALICS 


> Do any of your patients complain 
of eye strain and fatigue after looking 
at television for a short period of 
time? The Journal of the American 
Medical Association recently published 
some simple rules designed to help 
television fans prevent eye fatigue and 
see programs better. It stated: (1.) 
A large screen is considered better 
than a small one, because it allows 
clearer vision at a greater distance and 
gives a larger visual angle. (2.) Tele- 
vision should be viewed from a dis- 
tance of 10 feet or more, and the more 
nearly perpendicular the screen is 
viewed, the better. (3.) Daylight 
screens are considered better than the 
ordinary ones because they are. com- 
patible with the light in the room, and 
reduce the contrast between screen and 
surrounding objects. 


» A Canadian psychiatrist reports that 
his research indicates that accident- 
prone drivers are carrying out the 
same antisocial behavior that char- 
acterizes their persomal lives and, as 
a rule, are persons who show marked 
intolerance for any authority. In other 
words, a man drives as he lives. If 
his personal life is marked by caution, 
tolerance, and consideration for others, 
he will drive in the same way. If he 
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is devoid of these desirable character- 
istics, then his driving will be char- 
acterized by aggressiveness, and he is 
consequently more accident-prone than 
the more stable members of the popu- 
lation. 


>» While known to medicine for sev- 
eral years, the potent germicides made 
from quaternary ammonium com- 
pounds have not been in use by the 
public and industry. Now we read 
that many of them are being used in 
restaurants, food processing plants, 
dairy farms and milk plants. The 
solutions of quaternary ammonium 
salts are much easier to use than live 
steam, chlorine, boiling water, or hot 
air. Nonpoisonous, odorless and 
colorless quaternaries are useful in 
myriad ways. They eliminate algae 
and molds in swimming pools, ster- 
ilize dishes, halt the processes of de- 
cay, sanitize clothes in washing 
machines, deodorize and can be used 
for cold sterilization of instruments. 


> Providing food for the mind as 
well as food for the body is now the 
objective of CARE, the European 
Relief Agency. CARE is launching 


a program designed to replenish the 
shelves of technical schools and li- 
braries abroad with gifts of new 
American scientific technical 
publications. Libraries, universities 
and other educational institutions in 
14 war-devastated countries are sup- 
plying a list of their book needs to 
CARE, which will then fill these 
needs by contributions from the 
American people. The countries to 
which CARE is offering book de- 
liveries are: Austria, Belgium, Czech- 
oslovakia, Finland, Italy, France, 
Greece, Korea, Japan, the Nether- 
lands, Norway, Poland, Great Brit- 
ain, the three Western zones of Ger- 
many and all Berlin. 


> For the first time in the history of 
man, groundwork for a concentrated 
attack on all aspects of chronic illness 
was laid in Chicago recently with the 
establishment of a national Commis- 
sion on Chronic Illness. Four voluntary 
associations in the American public 
health and welfare field are behind the 
new commission. They are the Ameri- 
can Hospital association, the Amer- 
ican Medical association, the Amer- 
ican Public Health association and the 
American Public Welfare association. 
The goals are: to correct the prevailing 


pl 


attitude of society that chronic illness 
is hopeless; to establish a dynamic pro- 
‘gtam to prevent chronic illness; to 
minimize its effects and to restore its 
victims to a useful, productive place 
in society. The Commission further 
hopes to coordinate separate programs 
to meet more effectively the needs 


common to all chronically ill persons; * 


to clarify relationships among profes- 
sional groups and agencies ; to promote 
the adoption in all states and com- 
munities of a well rounded plan for 
prevention and control, as well as re- 
habilitation for the chronically ill. 


> The old saying about marriage — 
that “opposites attract” — holds good, 
reports a psychiatrist from the Stan- 
ford University school of medicine. 
Using Jung’s psychological types as a 
basis for classification, it was found 
that among the 271 couples studied 
only 40, or 15 per cent, were alike in 
all respects. Another 15 per cent were 
different in all respects, and the re- 


maining 70 per cent were alike in one » 


or more ways. The most common pie- 
ture was that of the extrovert-sensa- 
tion-thinking husband married to an 
extrovert-sensation-feeling wife. In- 
tuition, despite the popular idea that 
it makes for better human understand- 
ing, actually is a handicap to becom- 
ing or remaining married. Single 
people are more intuitive than married 
people, and divorced people are more 
often of the intuitive type than are 
married or widowed people. 


> A recently completed study made at 
Hollins College, in Virginia, indicates 
that many people lack sense of smell. 
Out of some 4,000 persons tested, ap- 
proximately 40, or one out of every 
100 were found to be completely de- 
ficient in odor perception. Other 
people, with a very acute sense of 
smell for mild odors, were completely 
unable to detect pungent scents. For 
example, soine of the subjects could 
not detect the skunk scent, regardless 
of the strength of the solution, even 
though they had no difficulty with 
most other odors. Others were found 
to be unable to detect the odor of alco- 
hol, ether and pepper. From the evi- 


dence presented, it seems that the lack 
of smell is based upon hereditary fac- 
tors, and that the inability to detect 
odors is passed on entirely through 
females, like hemophilia. However, 
both male and female children are 
affected to the same degree. 


> An astronomer at the University 
of Minnesota Observatory has found 
a twin red star too faint to be seen 
by the naked eye, but believed to be 
closer to the earth than any other 
star. The twin is probably less than 
six light-years away, or approxi- 
mately six trillion miles. Most stars 
are at least 600 trillion miles distant 
from the earth, The twin stars re- 
volve around each other about once 
every 20 to 25 years at a distance of 
three times greater than that of the 
earth from the sun. Recently the 
fainter of the two flared up to 12 
times its normal brilliance as the re- 
sult of an atomic explosion, but sub- 


sided again in less than 20 min- 


utes — a unique phenomenon. To 
duplicate the explosion would take 
a billion atomic bombs. 


> “Sensitivity to cancer of the lip, 
regardless of exposure to sunlight, may 
be determined by the color of eyes 
and hair, as well as complexion,” says 
the Army Dental Corps. In an analy- 
sis of 835 cases of cancer of the lip 
among white soldiers, it was found 
that the large majority had blue or 
gray eyes, blond or brown hair, and 
fair or ruddy complexion. Of all the 
soldiers studied, 72 per cent were born 
south of the 40-degree parallel, where 
the incidence of skin cancers is un- 
usually high. These findings, plus the 
fact that there is an extremely low per- 
centage of lip cancer in Negro sol- 
diers, indicates that the absence of 
protective pigment and thinness of 
skin may be the influencing factors in 
developing skin cancer when subjected 
to prolonged sunlight. 


> Boxing is the most dangerous of all 
sports, writes one of the editors of 
Hygeia. More deaths per number of 


participants occur as a result of injury 


_ in the ring than any other type of ath- 


letic contest. According to recent fig- 
ures, 5 boxers were killed between 
January 1 and April 20 of this year; 
12 in 1948; 9 in 1947; and 11 in 
1946. Even though not knocked out 
or having a broken skull, a boxer can 
receive very serious injury, such as pin- 
point hemorrhage or other damage to 
his brain, which is not outwardly ap- 
parent even to the trained physician. 
Some areas of the brain can suffer 
destruction of a small amount of tissue 
without immediate ps:aiysis or changes 
in behavior, yet these changes are per- 
manent, and as more are received, they 
will contribute to loss of mental 
powers or bodily control. It is esti- 
mated that 50 per cent of all active 
fighters are punch drunk to some de- 
gree. 


> It seems that college women are 
waking up to their responsibilities and 
are making remarkable progress in in- 
creasing the population, says the Popu- 
lation Reference Bureau. Since 1940 
there has been an 81 per cent increase 
in babies born to college graduates, 
and the more highly educated are 
making substantial gains on their less 
educated sisters. It is predicted that 
the bumper crop of 1949 will show 
the highest rates for college graduates 
in 100 years. The reproduction rate 
of women college graduates was 40 
per cent below replacement in 1924, 
and 48 per cent below in 1940. In 
1947, women college graduates, how- 
ever, had a rate only four per cent of 
that needed to replenish their group. 
Graduates of co-educational and west- 
ern colleges produced the largest fami- 
lies. 


> If you take one pair of flies and 
allow all their offspring to repro- 
duce, unmolested, throughout one 
summer season, it is estimated that 
flies would cover the entire surface 
of the earth to a depth of 47 feet. 
This seems to us a pretty good rea- 
son for getting out the DDT and 
doing some concentrated work on 
seeing that breeding places are 


either eliminated or covered. 
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byes ROBINSON is an active figure in 

hospital affairs in Ohio. As president 
of that state association, she is busy with 
their current program. 

An interest in nursing affairs followed her 
experience in the teaching profession, and 
antedated her career in hospital adminis- 
tration. Her experience in these fields has 
made hers a voice of authority in several 
groups in Ohio and West Virginia. She is 
a past president of the West Virginia State 
Nurses’ association, which entitles her to 
continue as a member of its advisory coun- 
cil. Although she currently serves in the 
field of administration, as superintendent of 
the East Liverpool (O.) City hospital, she 
also retains her membership. in District 
Number 3, Ohio State Nurses’ association 
and the American Nurses’ association. 

Miss Robinson was born in Harrisville, 
West Virginia. Her father was an attorney- 
at-law, and her mother, a national lecturer. 
Her educational background was acquired in 
the high schools of her home town, and 
later, in the Ohio Valley General hospital 
school for nurses, in Wheeling. It was fur- 
ther enriched through postgraduate courses 
at Columbia university, Fairmont state nor- 
mal school, Kent university and the Institute 
for Hospital Administrators at the Univer- 
sity of Chicago, in 1935. 


Her professional career includes service 
as superintendent of the Forman Surgical 
hospital, Buckhannon, West Virginia; super- 
intendent of the Guyan Valley hospital, 
Logan, W. Va.; and the principal of nurses 
at Ohio Valley General hospital school for 
nurses. This latter was a singular distinc- 
tion for Miss Robinson, since it makes her 
the only graduate of the school to serve in 
that capacity. This office she performed 
with distinction, and it was during her re- 
gime that the school was registered (in 
1928) by the Board of Examiners for 
Nurses, University, State of New York. 

Other community services of Miss Robin- 
son include membership on the board of 
directors of the Columbiana County Public 
Health league and the Columbiana County 
Cancer society. She is a member of the 
Bible Literary club, the Confederate Me- 
morial Literary society, the National Society 
of Daughters of the American Revolution, 
the United Daughters of the Confederacy, 
the West Virginia Historical society, and the 
General Federation of Women’s Clubs. 

Miss Robinson’s hobbies include histori- 
cal research, Bible study, oil painting, litera- 
ture, music, stained glass windows and golf. 
She’s the author of a number of magazine 
articles and you'll find her listed in Who's 
Who in American Education (1948). 
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DENVER’S NEW GENERAL 


ROSE HOSPITAL 


progressive ideas in hos- 

pital design and planning were 
put into effect March 1, when the 
General Rose Memorial hospital, Den- 
ver, opened its doors for patients. 
Built and equipped at a total cost of 
$2,800,000, it was said to be the first 
completely post-war private hospital 
in the nation. 

Rose hospital is among the first in 
many other respects, as well. Follow- 
ing a preference expressed by most 
hospital patients, and a growing trend 
— the patient's privacy is maintained 
in 150 private and semi-private bed- 
rooms which house the hospital’s 250 
beds. There are no wards. Patients 
can therefore feel more at home, con- 
verse freely with their friends, are 
undisturbed by other patients, and 
have more space for personal belong- 
ings, flowers and medical treatments. 
The elimination of wards improves 
nursing service, too. Every bedroom 
has its own bathroom, bedpan, closet 
and cabinet space and other facilities. 
This cuts down on long walks for the 
nursing personnel in performing the 


duties necessary for the patients’ care 
and comfort, and makes it possible 
to offer more personalized nursing 
service. 

Another new feature of the hospital 
is the system by which oxygen is 
brought to a wall fixture at the pa- 


tient’s bedside. The large scale use of 
oxygen at widely separated locations 
in the hospital has focused attention 
on the problem of handling great 
quantities of oxygen cylinders, dis- 
tributing them to their points of use, 
protecting them against damage, and 
collecting them for return to the sup- 
plier. The further labor, delay and 
disturbance of transporting oxygen 
tank carts through the hospital cor- 
ridors have made it more expedient to 
pipe oxygen from a central distribu- 
ting station to the points of use. So 
for this purpose, an oxygen control 
house was erected behind the hospital. 
Adjoining this building is a “trailer 
park,” where large cars, each contain- 
ing 10,000 cubic feet of oxygen, are 
attached to a system of pipes convey- 
ing oxygen under pressure to every 
patient’s bedroom and nursery cubicle. 
A meter is then attached to a small 
fixture on the wall of the bedroom, 
and the patient receives oxygen im- 
mediately in a collapsible oxygen tent. 
A safety light and bell system is ar- 
ranged to sound an alarm in case the 
oxygen pressure gets too low. This 
installation was made at a total cost of 
$6,000, yet it is expected to pay for 
itself in one year through savings in 
labor. Other advantages of this sys- 
tem are: dryness of oxygen, uninter- 
rupted supply, use of residual oxygen, 
elimination of cylinder handling, low 
operating cost, accurate measurement 
of consumption, as well as emergency 
operation. 

Operating and delivery rooms are 


A supply house behind the building provides oxygen, piped to every bedroom. 
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designed to provide the newest devices 
for safety. Among these are the hu- 
midity controls which cut down static 
electricity and thereby reduce anes- 


thetic explosions. The surgeon or 
obstetrician sets the humidity control 
to the degree of moisture necessary 
for his particular operation, and is 
more assured of safe anesthetic pro- 
cedure. Explosion-proof plugs are in- 
stalled in operating and delivery 
rooms, in accordance with a Colorado 
safety regulation. Copper gridding 
in the terrazzo floors ground operating 
room workers against static electricity. 

The three major operating rooms 
are connected to the corridor by 
anesthetic induction rooms and doc- 
tors’ scrub-up rooms. General pro- 
cedure is then as follows: The anes- 
thetic is administered to the patient in 
the induction room, thereby sparing 
him the frequently frightening sight of 
instruments and surgical preparations. 
Doctors and nurses enter the operating 
room from the scrub-up room, thus 
dividing the traffic and enabling staff 
members to work without interruption. 

Radiant heating, built into terrazzo 
flooring in operating and delivery sec- 
tions, provides a uniform, draftless 
temperature. The four labor rooms 
are equipped with humidity control, 
radiant heating, and explosion-proof 


plugs. 
Equipment 


Rose hospital is tops in equipment, 
too. The radiology department for 
example, boasts installations which are 
the only ones of their kind and size 
in the entire region: 

A 250 KV deep therapy x-ray ma- 
chine with hydraulic stretcher, which 
is used principally for treating cancer. 

The radiographic-fluoroscopic unit, 
complete with rotating anode tube and 
motor-driven tilt table, has 4-on-1 spot 
film device photo-timed and recipro- 
cating Bucky. 110 KV-200 MA. 

The radiographic machine has cas- 
sette changer, rail-mounted tilt table, 
and reciprocating Bucky, Auto-flex 
Control, and rotating anode tube. 
110 KV-200 MA. 

A genito-urological unit in the cys- 
toscopy room has 100 KV-200 MA 
generator. Hydraulic G. U. table. 

The hospital site consists of 148 
city lots or five city blocks, in the heart 
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of a rapidly growing medical center, 
including: the 500-bed VA hospital, 
now in construction; the University 
of Colorado medical center, with 
Colorado General hospital and the 
state school of medicine; and the Na- 
tional Jewish hospital. 


+ 


A.C. OF S. CHICAGO MEETING 
IN OCTOBER 

The Inter-American Congress of 
Surgery meets in the United States for 
the first time this fall, as one of the 
convening groups at the Clinical Con- 
gress which the American College of 
Surgeons is holding in Chicago from 
Oct. 17-21. The Inter-American 
group continues on with its own ses- 
sions, from Oct. 21 to Oct. 23. 

Dr. Frederick A. Coller of Ann 
Arbor, Mich., who will be inducted 
as president of the A.C. of S. at this 
meeting, is likewise president of the 
Inter-American Congress. Between 
two and three hundred Latin-American 
surgeons are expected to attend, 

Sir James R. Learmonth of Edin- 
burgh will deliver the fourth Martin 
Memorial lecture at the A.C. of S. 
presidential meeting on October 17, 
over which Dr. Dallas B. Phemister, 
of Chicago, presides as outgoing presi- 
dent. Lord Webb-Johnson, of London, 
president of the Royal College of Sur- 
geons of England, will deliver the 
Fellowship Address at the Convoca- 
tion on Oct. 21, at which fellowships 
will be conferred upon several hun- 
dred initiates. 
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BLUE CROSS HAS NEW 

HOSPITAL RELATIONS HEAD 

A new hospital relations division 
has been established to deal with prob- 
lems of mutual interest to Blue Cross 
plans and hospitals. The new division 
will be headed by James R. Gersonde 
as manager, and will maintain close 
association with the A.H.A. headquar- 
ters staff and the A.H.A. Council on 
Prepayment Plans and Hospital Reim- 
bursement. 

Mr. Gersonde received his master’s 
degree in hospital administration at 
Northwestern university this June, and 
during the 1945-48 period, was ad- 
ministrative assistant to Dr. Malcolm 
T. MacEachern, director of the school. 


What Do YOU Say? 


1. What is the oldest national 
nursing group in this country, and 
when was it founded? 

2. What city has the lowest 
tuberculosis mortality rate of all 
Major cities in the nation? 

3. Why is the RH factor so- 
named ? 

4. What is the present life ex- 
pectancy of an individual at birth? 

(See page 17) 


HOTELS AND HOSPITALS 
SHARE HEADACHES 

About 40 per cent of hotel func- 
tions are also performed in hospitals, 
and a large percentage of other tasks 
are basically similar. So the executive 
of a hotel chain discovered recently 
when he made a comprehensive study 
of the matter for Pennsylvania hos- 
pital. Herbert K. Witzky, personnel 
manager of the Hilton hotels in New 
York, was called in to complete the 
job because of his success in handling 
similar problems, says John N. Hat 
field, administrator. Recommendations 
for improvement of all aspects of 
personnel management were included 
in the report. 
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N. Y. NEEDS PSYCHIATRISTS 

New York state has nearly one- 
fourth of all the psychiatrists in the 
country, yet even this state would not 
have an adequate mental health pro- 
gram unless several thousands more 
were added to the 1,300 now practic- 
ing in the state. 

According to State Commissioner of 
Mental Hygiene Dr. Fredrick Mac- 
Curdy, the state needs 750 more psy- 
chiatrists in its hospitals; 27 more for 
schools for feeble-minded; 135 to run 
community mental clinics; 300 as con- 
sultants for general hospitals; 60 for 
follow-up care for patients discharged 
from mental hospitals; 95 for public 
schools; 42 in correction departments ; 
and 600 for private practice. 

The need is also stressed for 1,000 
psychologists and for 85 per cent more 
psychiatric social workers, as well as 
for psychiatric nurses, who now con- 
stitute only one per cent of all the 
trained nurses in the state. 


| 
| 


MISS PETRY NEW ASSISTANT 
SURGEON GENERAL 
Lucile Petry, well known to hos- 
pitals as director of the U.S, Cadet 
Nurse Corps during the war, has just 
been made an Assistant Surgeon Gen- 
eral . . . the first woman in the 150- 
year history of the Public Health Serv- 
ice to hold this office. Miss Petry was 
formerly an instructor at the Johns 


Miss Petry was inducted on June 7 by 
Surgeon General Leonard A. Scheele. 


Hopkins school of nursing, and in- 
structor and assistant director at the 
Yale university school of nursing. 
She has been with the Health Service 
since 1943, heading the Division of 
Nursing since 1946. 

Two other new Assistant Surgeons 
General are: Vane M. Hoge, also fa- 
miliar to the hospital field as the chief 
of the Hospital Facilities Section of 
the U. S. Public Health Service; and 
Otis L. Anderson, who has been with 
the Service since 1930, 
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OPEN ISRAELI 
MEDICAL SCHOOL 

The first medical school to be estab- 
lished in the new state of Israel, the 
Hebrew university-Hadassah medical 
school, was opened in Jerusalem on 
May 17. A joint undertaking of the 
Hebrew university and Hadassah, the 
Women’s Zionist organization of 
America, the school will eventually be 
located on Mt. Scopus, the site of the 
present 400-bed Rothschild-Hadassah- 
University hospital. Due to security 
reasons at the present time, the school 
is housed in four hospital units, total- 
ling initially over 300 beds, in the city 
of Jerusalem proper. 


The first two classes are comprised 
of students whose previous training in 
medicine was interrupted by Israeli 
military service in the Holy Land. By 
1951, however, the first regular class 
will be admitted to a full six-year 
course of instruction, the first two 
years of which will cover the premedi- 
cal studies and the last four years the 
standard medical course. The Medical 
Reference Board of Hadassah and the 
Hebrew university, the advisory group, 
is composed of a number of promi- 
nent American physicians, medical ad- 
ministrators and public health officials, 
among them, Dr. E. M. Bluestone of 
New York’s Montefiore hospital, Dr. 
Louis I. Dublin, Dr. Charles F. Wilin- 
sky and Dr. William A. Perlzweig. 


‘ 


PLAUDITS ON PUBLIC 
RELATIONS 

A Chicago hospital which makes a 
point of informing the enquiring 
parent in detail about a sick child is 
the cause for comment from a Chicago 
newspaper, A Chicago Daily News 
reporter, after calling at Children’s 
Memorial hospital recently, went back 
to the office and typed out a tribute 
to Miss Mabel Binner, administrator, 
for her policy in handling telephone 
calls from parents. 

“Instead of the polite professional 
brush-off, a question put to the infor- 
mation desk as to the child’s condition 
is answered, from bulletins which the 
nurses furnish to the desk three times 
a day”, marvels the News. Miss 
Binner says that ‘““When parents leave 
a child with us, they leave us their 
most precious possession”. 

The visit to Children’s Memorial, 
which provided the reporter with what 
she termed “‘the year’s most pleasant 
surprise”, was in honor of Miss Bin- 
ner’s silver anniversary at the hospital, 
celebrated recently. 
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BLUE CROSS BED CARE 

More than 3,600,000 Blue Cross 
members were provided with bed care 
in 4000 Blue Cross member hospitals 
during 1948. The largest single 
month for hospitalization was in June, 
when 334,502 members received bed 
care. 


U.S. AIDS DEAF AND HARD 
“OF HEARING 

More than 1,000 deaf men and 
women and 3,436 who are hard of 
hearing were trained and placed in 
jobs through State-Federal funds in 
the 1948 fiscal year, according to the 
Office of Vocational Rehabilitation. 
This represents a 10 per cent increase 
for the deaf and a 42 per cent increase 
for the hard of hearing over the pre- 
vious fiscal year. The statements were 
issued in connection with National 
Hearing Week. 

There are 88 centers in 33 states 
where civilians may obtain hearing ex- 
aminations. These centers also offer 
training in the use of hearing aids and 
give courses of instruction in lip read- 
ing. It has been estimated that at 
least 33,000 deaf and 206,000 who 
are hard of hearing, are eligible for 
services, which include: 1) thorough 
examination to determine the extent 
of the disability and work capacity of 
the individual at no cost; 2) medical, 
surgical and psychiatric treatment and 
hospital care, public funds defraying 
the cost to the individual; 3) free 
counsel and guidance on job selection; 
4) training and job placement; 5) 
follow-up to make sure of satisfactory 
adjustment. 
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HOSPITAL NOTES FROM THE 
EMERALD ISLE 

A hospital built on the banks of 
a running stream, constructed with 
doors on all four sides, the one on 
the side of the day’s prevailing wind 
to be kept open day and night — 
this seems a far cry from architectur- 
al recommendations for the modern 
hospital of 1949. But 300 years 
before the birth of Christ and seven 
centuries before St. Patrick made his 
famous visitation, just such an in- 
stitution, called Broin Bearg, was 
used in caring for the sick poor of 
Ireland. Established by Princess 
Mocha, the hospital was a logical 
result of the clan system, for the old 
Brehon Laws required each clan to 
provide doctors whose homes were 
large enough to give medical and 
hospital care to the poor who needed 
such care. 

According to the Bulletin of the 
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St. Louis Medical society, which 
' carried these interesting notes some 
weeks ago, the Brehon Laws speci- 
fied where the hospitals were to be 
built, and also recommended the 
above-mentioned ventilation system. 
The four-door idea stems from the 
fact that fresh air was thought to be 
the best treatment for tuberculosis 
— a disease always prevalent among 
the Irish. Evidently, the picturesque 
half-door of the typical Irish cottage 
is a survival of this idea. 

The Brehon Laws went still fur- 
ther. They required every physician 
to keep one to four medical students 
in his home and teach them how to 
treat and nurse the sick. Incidentally, 
this method aided in establishing 
bedside training as a major branch 
in the subsequent centers of medical 
education in Ireland, and provided 
such expert clinicians as Graves, 
Stokes and Corrigan. Stokes got 
some of his knowledge by translat- 
ing ancient Gaelic documents, and 
gleaned the following bit of advice: 
“For the peace of mind of the sick, 
dogs, fools and female scolds must 
be kept away from them.” The 
Laws also provided for the punish- 
ment of quacks and those guilty of 
malpractice. 

The fees of the physicians were 
regulated not according to the dis- 
ease treated, or the amount of 
service rendered, but according to 
the ability of patients to pay. For 
treating a king, and from the num- 
ber of them it would seem that 
every man was a king in old Ireland, 
a leech was allowed 100 cows, for a 
Bishop 40 cows, for the lower social 
class one or two cows, and for the 
poor, the fee was gratitude from the 
recipient of the kindness. 


+ 


LARGEST HOSPITAL LAUNDRY 
COMPLETED 

The largest hospital laundry in the 
country began operation May 1, when 
the New York City hospital depart- 
ment laundry on Welfare Island, a 
three story structure with $600,000 of 
new machinery;,-supplanted an in- 
adequate, 40-year-old plant. More 
than 10,000 patients and personnel of 
the hospital department’s seven insti- 
tutions on the island will have their 
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This $15,500,000 medical center, planned for California's U.C.L.A. ae 

will have a radiology department and surgical operating rooms built under- 

ground for protection against the atomic bomb. The nucleus of the center 
will combine an undergraduate medical school and a 500-bed teaching hos- 
pital, also 114 additional student-health service beds. The exterior of the 
structure has been designed to allow expansion in nine horizontal directions. 
Classrooms and laboratories devoted to a particular medical subject will oc- 
cupy the opposite wings on the same story as the corresponding ward in the 
training hospital, permitting students to examine appropriate patients without 
leaving the floor. By another special planning feature, a peripheral piping 
system will allow conversion of any room into a laboratory. Among facilities 
provided is an atomic energy medical research unit. The medical center will 


occupy 69 acres. 


clothes and linens washed and pressed 
in the new building. The equipment 
is of the latest automatic type with all 
modern safety devices. Moreover, 
first aid rooms are handy, as an added 
precaution for the 145 persons who 
are working in the new laundry. 

Operations will start on the third 
floor, where articles will be classified 
according to institution, color and 
type. They will be washed and pressed 
on the second floor and finally sent to 
distribution centers on the first floor. 
The laundry will provide for an initial 
7,000-ton output a year that can be 
increased to 11,000 tons. The latter 
capacity will be adequate for the total 
needs of all institutions now on the 
island and those planned for construc- 
tion in the future. 

The new structure also has a dry 


cleaning unit, the first to be estab- 
lished in New. York hospitals. 


A WEATHER LABORATORY 

Weather—whether or no, is the 
usual order of things. In a new 
laboratory opened on April 11 at the 
University of Illinois, however, the 
weather will be strictly a matter of 
choice. The new $400,000 Aero 
Medical and Physical Environment 
project, under the direction of Dr. 
A. C. Ivy, is designed to show the 
effect of physical environment factors 
on healthy and diseased humans. The 
studies will also attempt to improve 
therapeutic procedures in the treat- 
ment of certain types of disease, and 
to supplement present knowledge in 
the field of aviation medicine. 

The building, located in the medical 
center district on the near west side 
of Chicago, contains’ a ground floor 
and a first floor, and includes a. 20- 
man and a six-man low pressure 
chambers. 


The larger chamber will incorporate 
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the control of dry bulb temperature 
and relative humidity within limited 
ranges, and the control of limited 
positive pressure in addition to nega- 
tive pressure. It will be of value in 
the investigation of problems pertinent 
to aviation medicine, or those in which 
rigid control of environmental factors 
within limited ranges is desired. 

The six-man chamber can be used 
to simulate the very low atmospheric 
pressure which exists at high altitudes. 
It will be used in experiments in 
which it is desirable to control only 
the barometric pressure and no other 
environmental factors. 

A constant temperature room is naw 
being installed, to be available this 
fall. It is a room in which the dry 
bulb temperature can be precisely 
controlled between minus 40 degrees 
F and plus 150 degrees F, and the 
relative humidity between 15 per cent 
and 95 per cent. 

The building also contains a me- 
chanical equipment room, a machine 
tool shop, a biophysics laboratory to 
be used primarily for instrumentation, 
a chemistry laboratory, two general 
laboratories and a departmental library 
and administrative office. There will 
eventually be a radiation test labora- 
tory, a constant temperature, humidity 
and pressure room, and a noise and 
vibration-free room. 
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A NEW BOOK 
HOSPITAL HANDBOOK FOR 
ARCHITECTS AND ENGINEERS 


By the General Electric Company 


This hospital handbook for ar- 
chitects, consulting engineers, ex- 
ecutives and others interested in 
hospital planning, offers a wealth of 
technical information about electrical 
construction, equipment and space 
requirements. The volume was 
prepared by men of the General 
Electric organization, inctuding af- 
filiate companies, who have worked 
closely with architects and engineers 
on specific hospital projects. The- 
odore K. Rordenburg, of Columbia 
university school of architecture, 
who contributed to the design, 
construction and equipment of 44 
hospitals between 1942 and 1946, 
was the architectural consultant. 


The book is based primarily on 
the equipment recommendations of 
the U. S. Public Health Service. In 
many cases, the architect need only 
copy the specifications. Additional 
information or advice may be ob- 
tained from GE or affiliate company 
field organizations listed on the 
second page of each section. A 
supplementary booklet on lighting 
equipment for interior use has been 
prepared and is included in a pocket 
on the inside back cover. 

Attractively bound in durable 
covers, this is a nonpromotional text 
invaluable to those planning hospital 
construction and equipment. Cur- 
rently distributed to a list of recog- 
nized hospital architects and consult- 
ing engineers, it is available to other 
interested persons at $19.75 per 


copy. 


EVANSVILLE HOSPITAL FIGHTS 
A FIRE 

Since 1937 when an Ohio river 
flood made it necessary for Protestant 
Deaconess hospital of Evansville, Ind., 
to remove all patients, the hospital has 
maintained an up-to-date evacuation 
program. On July 1, it came into 
good use, when an explosion and fire 
broke out in the anesthesia supply 
room. 

The hospital uses the letter B as the 
code signal which, conveyed over the 
hospital public address system, indi- 
cates immediate evacuation of patients. 
means “assemble,” while “C’ 


Directing the after-fire clean-up.’ 


means ‘‘disregard previous signals’). 


Following the broadcast of the “B” 
signal, evacuation proceeded accord- 
ing to an orderly pattern previously 
worked out by Albert Hahn, adminis- 
trator, and the chief of the city fire 
department. So successfully did the 
system function, that all but 20 of the 
245 patients were removed from the 
second and third floors in less than 15 
minutes . . a triumph, in short, in 
organizational precision. 

The alarm was turned in at 3:58 
a.m. by Mrs. Ralph Stofleth, night 
surgery nurse, and before the second 
alarm nine minutes later, evacuation 
already was underway. Normalcy was 
restored by breakfast time, and the full 
x-ray and surgery schedules were car- 
ried out as originally planned. One 
hospital orderly and a fireman were 
overcome by smoke and fumes. There 
were no injuries otherwise. A letter 
from the state fire marshal’s office 
completely exonerated the hospital 
from any possible blame for the fire, 
which apparently was due to spontane- 
ous combustion. It was fortunately 
confined to a small area. 

The area affected is on the fourth 
floor of the new fireproof building 
completed early in 1946. The corri- 
dors in this section are about a block 
in length, with the x-ray department 
on the east end and the surgery on the 
west side of the corridor. Situated 
between the two is the anesthesia sup- 
ply room, where the fire and explosion 
occurred. Here the next day's supply 
of anesthetics are brought, from the 
fireproof storage room in the base- 
ment. This room is inspected monthly, 
and its construction and facilities have 
been approved by both local and state 
inspectors. 
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OPEN MATERNITY HOSPITAL 
IN DOMINICAN REPUBLIC 
A maternity hospital with facilities 

to care for some 1,500 births a month 

will soon open in ‘Ciudad Trujillo, 
capital of the Dominican Republic. 

The three-building hospital will have 

a capacity of 350 patients. It was 

built at a cost of approximately $825,- 

000, exclusive of the cost of equip- 

ment, and will operate under the 
direction of the Secretary of State for 

Public Health. 
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Some New Ideas In Hospital Design 


A FRENCH architect, designing a 
new functional hospital, has in- 
troduced some radical changes, the de- 
scription of which recently furnished 
perusers of the New York Times 
with some interesting reading matter. 
The architect, Jean Walter, pre- 
viously designed the 1,100-bed Beau- 
jon hospital, in Paris, also the 1,224- 
bed medical center of Istanbul. The 
plans under consideration here are 
for a 2,000-bed medical center as yet 
unbuilt. 

In deference to a “trend toward 
economy in ground space at the ex- 
pense of height”, M. Walter has al- 
lowed only 90 cubic meters per bed in 
his plans. In contrast to our insistence 
on sunshine, this architect, figuring 
that the average stay for an acute 
surgical case is 12 days, and of a medi- 
cal case, 20 days, has decided that for 
so short a period, sunshine is not of 
primary importance. By ignoring the 
advantages of a southerly exposure, 
he saves space and reduces the number 
and length of corridors. Doing away 
with barriers to expansion, he provides 
removable partitions between rooms, 
laboratories and special clinics, and 
reduces costs by standardizing stair- 
cases, doors, windows, elevators and 
other architectural equipment. For 
easy management, he estimates that a 
hospital should be not more than five 
to eight stories in height. 


Traffic Lanes 


This architect emphasizes traffic 
lanes, always providing eight, for: 
outpatients, inpatients, visitors and 
physicians, distribution of food, de- 
livery of medicine, linen-handling, in- 
stallation of pipes, electrical and other 
lines, and for disposal of wastes. 

Each hospital or wing of a hospital 
designed by M. Walter is built around 
a central core into which are put the 
elevators (for patients, visitors, freight 
and food). In the basement around 
this core are the pharmacy and admis- 
sion department. On the ground 
floors are visitors’ reception rooms and 
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special ambulatory cases. On the 
first few floors are the surgical depart- 
ments, and above these the medical 
divisions. The upper floors are given 
over to pediatrics and cardiology. The 
distance from the ambulance to the 
elevators is no more than seven yards; 
and from the elevator to the farthest 
bed on each floor is no more than 63 
yards. 

From this central core, floors radiate 
like the spokes of a wheel. At the 
hub are elevators, offices for the dis- 
tribution of food and medicines, a 
stretcher post and telephone booths. 
No one can enter or leave a ward 
without being seen by a monitor who 
sits at a raised desk. Except for actual 
nursing, all work is done in this hub 
and in concentric rooms around it, 
separated by glass partitions. 


No Large Wards 


The architect opposes large wards 
on the grounds of being noisy and 
promoting cross-infection. Instead 
wards are provided of four to six beds. 
His ideas about furniture are indeed 
unorthodox. Instead of metal beds, 
he proposes hollow concrete blocks, 
covered with earthenware, to support 
the usual spring base and mattress, 
thus reducing the work of cleaning. 
A concrete block has two drawers — 
one for the patient’s property and the 
other for medical necessities and is 
wired for diagnostic instruments. Each 
bed has a shaded adjustable lamp and 
a bed table which slides on side rods. 
With built-in closets, wash basins and 
tables, the movable furniture required 
in a room is reduced to a few chairs. 
To save stooping, no piece of furni- 
ture is less than two feet from the 
floor. 

The office on each floor is connected 
by dumbwaiters with the kitchen, and 
food is delivered to the office on trol- 
leys. Each department has a large 
office, a pharmacy and a laboratory 
for routine tests, all placed equi- 
distant from all other units. 

M. Walter has a specially designed 


operating theater, complete as to 
lights, amphitheater and operating 
table. The patient is taken through 
a series of screening chambers to avoid 
infection. In anteroom No. 1 his 
blankets and protective clothing are 
removed and he is placed on a stretch- 
er. In room 2 he is clothed in a 
sterile gown and placed on a sterile 
stretcher, which runs on an overhead 
monorail on which he is pushed to 
room 3 where he is anesthetized. The 
monorail then carried him directly to 
the operating table. He lies on the 
stretcher throughout the operation. 
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MEDICAL RECORDS CONSULT- 
ANT LEAVES FOR AUSTRALIA 


Edna K. Huffman, Chicago, medical 
records consultant and lecturer in 
medical records library science, North- 
western university, left on June 2 by 
plane for Australia. She will advise 
the hospital association of that country 
on the organization of medical records 
systems, and hold training courses. 
She is the author of “Manual for 
Medical Records Librarians”, has or- 
ganized departments in a number of 
hospitals, and of the 15 approved 
schools in this special field, founded 
three. 
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HOUSEKEEPER’S HANDBOOK 
REPRINTED 

A revised edition of ‘The Hospital 
Housekeeper’s Handbook” by Stella 
Heinze is now available for distribu- 
tion, reprints having been made in re- 
sponse to numerous requests. Those 
wishing copies should write to Miss 
Heinze, executive housekeeper, North 
Carolina Baptist hospital, Winston- 
Salem, N. C. The price is nominal. 


Here Are Your Answers 


(See page 13) 

1, The National League of Nurs- 
ing Education, founded in 1893. 

2. Minneapolis. 

3. It is named for the rhesus 
monkey, in which it was first dis- 
covered, 

4. This stands at 66, compared 
with 49.24 years in 1900, and 
63.62 years in 1939. 
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Recent Legal Decisions 


By Leo T. Parker, Attorney at Law 


to a recent higher 
court, if a state or its taxpayers 
supply funds for operation of a chari- 
table hospital, a patient injured 
through negligence of its nurses and 
employees cannot recover damages al- 
though he is a “pay’’ patient. 

For illustration, in the newly de- 
cided case of Howard v. South Balti- 
more General Hospital, 62 Atl. (2d) 
574, it was shown that one Howard 
was admitted into the South Baltimore 
General hospital as a “‘pay’’ patient. 
He sustained severe injuries as a result 
of negligence on the part of a nurse 
employed and paid by the hospital. 
The higher court refused to award 
damages to Howard, and stated impor- 
tant law, as follows: 

“The principle that charitable cor- 
porations are free from tort liability 
has long been a basic’ part of the law 
of this state of Maryland..... Not 
only has the legislature granted ex- 
emptions to charitable corporations 
from various forms of taxation, in 
order that their field of usefulness 
might be enlarged, but it has made 
direct appropriations. To establish a 
liability at this time would run counter 
to legislative policy and increase po- 
tential demands upon the state... . . 
To withdraw immunity from this type 
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of corporation at this time would be 
an act of judicial legislation in the 
face of a contrary policy declared by 
the legislature itself... . . We think 
the fact that the plaintiff (Howard) 
in the case at bar was a ‘pay patient’, 
injured through negligence of a serv- 
ant, is without significance.” 


Mississippi Law Different 


The State of Mississippi passed an 
unusual state law which holds chari- 
table hospitals liable in damages for 
injuries to patients if the testimony 
shows that the hospital officials were 
negligent in selection and employment 
of the nurses or other employees whose 
negligence caused the injury to the 
patient. 

For example, in International Order 
of Twelve of Knights v. Barnes, 37 
So. (2d) 487, the testimony showed 
facts, as follows: One Barnes was a 
patient in a charitable hospital in Mis- 
sissippi. While under the influence 
of an anesthetic, his arm was badly 
burned by hot water bottles placed 
about him by the nurses in charge. 
Suit was brought by Barnes against 
the hospital for damages resulting 
from negligence of the nurses. In 
other words, the suit was based on the 


new law of the State of Mississippi. 
The lower court held the hospital 
liable in heavy damages, but the higher 
court reversed the verdict saying that 
although the testimony indicated that 
Barnes’s injuries resulted from negli- 
gence of the nurses, yet ”o testimony 
was given proving that the officials of 
the hospital were negligent when 
hiring the nurses. The court said: 


“Under our :’ecisions, a charity hos- 
pital would noi be liable for the negli- 
gence of its nurses if it had exercised 
reasonable care in the selection and 
employment of such nurses. . . . The 
defendant hospital was a charitable or- 
ganization and therefore was liable 
only for its negligence in the selection 
of its nurses.” ‘ 

For comparison see the late higher 
court decision of Erwin v. St. Joseph’s 
Mercy Hospital, 34 N. W. (2d) 480. 
Here the testimony showed that one 
Erwin was injured in an accident. He 
was removed from the scene of the 
accident directly to the St. Joseph’s 
Mercy hospital, in Detroit, Michigan, 
where he received the attention of Dr. 
Charles and nurses of the hospital. 
Stitches were taken at this time in skin 
lacerations of the head and scalp, and 
splints were applied to a broken leg. 
Later the physician’s services were not 
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satisfactory to Erwin who was removed 
to his home and later to another hos- 
pital. Erwin died and the dependents 
sued the hospital for damages, alleging 
that Erwin had been given a very su- 
perficial and careless examination at 
the hospital, and without sufficient 
reason the physician refused to con- 
tinue treating Erwin and ordered the 
patient removed from the hospital. 
The higher court refused to hold either 
the hospital or physician liable in 
damages, and said: 

“It is an admitted fact that defend- 
ant hospital was organized for elee- 
mosynary and charitable purposes and 
is being operated in accordance with 
those stated purposes, The doctrine of 
immunity of charitable hospitals from 
tort liability is firmly implanted in the 
law of Michigan.” 


Hospital Not County Building 


According to a recent higher court a 
county hospital may not be classed 
legally as a “county building.” 

For illustration, in Bond v. Ken- 
nedy, 212 S. W. (2d) 336, it was 
shown that a state statute required 
“county buildings” to be erected at 
the county seat. 

The higher court construed this law 
not to include county hospitals. 


Fiduciary Relationship 


All courts agree that one in a “‘fi- 
duciary” relationship with a hospital 
cannot lawfully earn a profit at ex- 
pense of the hospital. However, a 
recent court held that if an official has 
resigned his position with a hospital, 
he cannot be preventec. from earning 
a secret profit in connection with hos- 
pital business transactions. 

For example, in Danaher v. Mont- 
rose Avenue Hospital and Sanitarium, 
77 N. E. (2d) 423, it was shown that 
one Danaher was a former hospital 
president and director. He purchased 
a mortgage executed by the hospital. 
This purchase was made three years 
after he had resigned as president and 
director of the hospital. After pur- 
chasing the mortgage on the hospital 
Danaher earned a large profit on a 
resale deal. 

_ In subsequent suit the higher court 


held that Danaher’s transaction is not - 


unlawful because of his prior fiduciary 
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‘relationship with the hospital since his 


resignation as president and director 
was three years before he purchased 
the mortgage. This court said: 

“We find that Danaher did not, 
while president and a director of the 
hospital, engage to buy the mortgage 
paper. There was, consequently, no 
violation of a fiduciary relationship 
.... He had resigned his official posi- 
tions . . . . and had no official con- 
nection with the hospital.” 


Eliminate Step-Downs 


According to a recent higher court, 
hospital officials must either eliminate 
step-downs or post Jarge warning 
signs. Failure to do so always results 
in damage allowances to injured vis- 
itors and patients. 

For instance, in Buck v. Miller, 200 
Pac. (2d), 286, it was shown that 
there was a drop or step-down of five 
inches to a platform leading to a door 
leading to the ladies’ rest rooms, On 
a partition wall was a sign, ‘Step 
Down”, with an arrow pointing to the 
step. There was no warning of any 
kind on the door. 

In view of this testimony the jury 
held the corporation liable in $6,000 
for the injury to the visitor, saying that 
the corporation was guilty of “failure 
to post warning of step-down before 
the entrance to ladies’ rest room’. 
This verdict was reached not with- 
standing the testimony that a small 
warning sign was on the wall just be- 
fore the step-down was reached. How- 
ever, since there was mo warning sign 
on the door leading into the rest room 
the court held that the injured person 
had no adequate and proper warning 
that the step-down existed. 


Authority of Hospital Trustees 


Very frequently tix higher courts 
are asked to decide the lawful powers 
and authority of hospital trustees. 
When deciding these issues the courts 
consistently hold that trustees have a 
broad discretion in the discharge of 
their respective trusts, and unless it is 
proved conclusively that this discretion 
has been abused, their acts are lawful. 

For illustration, in Lindsay v. 
White, 206 S. W. (2d) 762, it was 
disclosed that the State hospital board 
and the board of trustees of the Uni- 
versity of Arkansas, acting together, 


adopted a plan for establishing a mod- 
etn medical center upon land which is 
a part of the grounds of the State 
hospital. 

A taxpayer filed suit and asked the 
court to decide this question: Has the 
State hospital board power to author- 
ize the University of Arkansas to con- 
struct a memorial hospital and a med- 
ical school building on real estate 
owned by the state? 

In answering in the affirmative the 
higher court said: 

“The rule appears to be well estab- 
lished that trustees have not only all 
powers specifically delegated but such 
additional or implied powers which 
may be necessary to carry out the 
trust.” 


Falls Out of Bed 


A recent higher court held that an 
injured employee may recover compen- 
sation from his regular employer for 
additional injuries received while 
being treated in a hospital. 

For example, in Pond Creek Com- 
pany v. Santos, 212 S. W. (2d) 530, 
it was shown that an employee named 
Santos fell and was injured while 
working for his employer. He was 
taken to a hospital, The examination 
of the attending physician disclosed 
several fractured ribs, a punctured 
lung, and severe shock. Three days 
after entering the hospital he fell out 
of his bed. The following day more 
X-rays were taken, and it was found 
that the right hip was fractured. Santos 
is now permanently and totally dis- 
abled, and this disability resulted from 
the fractured hip. Santos sued to re- 
cover compensation under the State 
Workmen’s Compensation Act based 
on permanent and total disability, 

During the trial it was argued that 
Santos could not receive compensation 
for the hip injury which he had sus- 
tained when he fell out of bed in the 
hospital. It is interesting to observe 
that the higher court awarded com- 
pensation based on permanent and 
total disability, saying: 

“Even if his hip was fractured when 
he fell from or beside his hospital bed, 
this occurred during his medical treat- 
ment at a time when he could not be 
held accountable for his acts, and as 
a direct and proximate result of the 
Original injury suffered in an ‘accident 


arising out of his employment’. 
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HEN YOU are on a railroad 
journey and may be tired look- 
ing at the scenery, contemplate instead 
the box cars — the old freight wagons 
with signs on their sides. They oc- 
cupy the side tracks, having been 
shouldered out of the way to make the 
steel clear for your thundering express. 
Consider the rambling box car. 
You'll never see a whole string of 
them all bearing the same sign. They 
come from far-off places and different 
railroads, to be gathered into that 
long, lumbering carrier of the nation’s 
goods which is headed by a tooting 
engine and tailed by a red caboose — 
and which some way or other gets 
across the country, fair weather or 
foul, in spite of the hot rod passenger 
trains where the customers ride on the 
cushions. 


How in the world do the railroad 
people ever keep track of the ram- 
blings of their own box cars and do 
they ever get them back? You can 
imagine the bookkeeper or the fellow 
in the signal towers or station master 
or whoever is most concerned, shout- 
ing gleefully: “Why, boys, looky! 
Here comes old 023X752! The last 
time we painted and loaded that old 
rambling wreck was eight years ago. 
Remember it was carrying wheat to 
Europe? Goodness knows where it 
has been since — how many loads it 
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Random notes of this and that gleaned from hither 


and yon, to give a lighter touch to more serious affairs. 
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has carried and of what. How many 
hoboes have slept on its floor, going 
where? Here the old dissolute mutt 
is rolling back again, in need of a new 
coat of paint and some axle grease.” 


The railroad publicity people have 


an idea that the sides of their box cars 
are suitable bulletins to carry the fame 
and name of their road all over the 
countryside. Recently I saw a newly 
painted car on which was lettered the 
magic words: “The Route of Phoebe 
Snow.” I asked my fellow passengers 
in the club car, “Which of you re- 
members Phoebe Snow?” Being of 
the younger generation, none could 
give me an answer. But I remember 
‘way back when the old trolley cars 
down in New York carried pictorial 
advertising of ‘The Route of Phoebe 
Snow” who, overnight, did go to Buf- 
falo. She rode so light, all dressed in 
white because she was on the Road of 
Anthracite. Phoebe had a picture hat 
with big feathers and a white dress 
with choker collar that sheltered her 
femininity right up to the ears. The 
Phoebe who posed for these pictures 
must now be a grandmother and if 
she is like other modern grandmothers 
she doesn’t wear a choker collar but 
goes to the beach with a halter and a 
midriff loin cloth. 

I think the railroad of Phoebe Snow 
was Delaware & Lackawanna. You 


will remember the song about that 
road: “Where do you worka, John? 
On the Delaware-Lackawan.” 

If you observe the sides of the box 
cars carefully, you will get hints of the 
romance of the railroads. Sometimes 
there is a string of initials followed by 
a nickname for the route. But the old 
names are the ones that spell history. 
For instance, B & O — the old Balti- 
more and Ohio — which started with 
cars on which they used sails for the 
motor power. When they really started 
this road as a railroad, they got the 
only surviving signer of the Declara- 
tion of Independence, Charles Carroll 
of Carrolltown, who was then 90 years 
old and a stockholder in the railroad. 
He turned the first sod. 


The name of the road indicates the 
ambition of early Americans to move 
westward, from the eastern tidewater 
to the Ohio, that river which flowed 
north of the Kentucky man’s country; 
down which innumerable flat boats 
carried the invading settlers westward; 
north of which was the Indian Terri- 
tory where the ambitious Brave at 
night would cackle like a turkey cock 
to tempt the settler ashore to come 
have his scalp lifted. The old B & O 
beside whose tracks John Brown and 
his followers seized the arsenal at 
Harper's Ferry. The shooting stopped 
a B & O train on the tracks and travel 
wasn’t resumed until Col. Lee and a 
company of marines captured John 
Brown and his sons and so started the 
march of Osawatomie Brown to the 
gallows, and his body ‘‘a-mouldering 
in the grave” while the men in blue 
went marching on. 

Men working on the B & O tracks 
heard the sound of the guns at Gettys- 
burg where the same soldier, Lee, 
made his grand assault on Cemetery 
Ridge, only to be pushed back by the 
men in blue and sent down along the 
line that led him to Appomattox 
Courthouse. 


The dream of moving westward to 
the Ohio is also preserved in memories 
which come when you see on the side 
of a box car the letters C & O — the 
Chesapeake and Ohio Railroad. Fel- 
lows on that road, not to be outdone 
by the B & O, enlisted another notable 
to turn their first sod. They got the 
then president of the United States, 
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John Quincy Adams, to officiate. 

When you try to translate the initial 
letters of a railroad into a title, you 
sometimes find they just mean two 
towns which were connected by the 
original tracks — and that the builders 
added the words “and Western” — 
because in all the railroads the aim 
was “Westward Ho!” 

There is the Norfolk & Western 
which is now perhaps our greatest 
coal-carrying road. Its first effort at 
transportation was nine miles of track 
on which they carried passengers out 
of Norfolk for 75 cents. 

Or you may see “Erie R. R.” which 
is the result of the prophetic dream of 
a man named Redfield who thought a 
railroad could be built from New 
York westward to Lake Erie. 


One of the romantic names you'll 
find on the side of a box car is a circle 
and cross with the words “Santa 
Fe” — Spanish for “Holy Faith” — 
the popular name of the Atchison, 
Topeka and Santa Fe. There is a song 
written to that title and a book and 
movie were made about the Harvey 
Girls who tended the restaurants along 
the line. This railroad was the some- 
what fantastic dream of a parcel .of 
Bostonians who wanted to build a rail- 
road westward through Kansas. At 
that time Santa Fe, the Spanish city of 
the Holy Ghost, was the end of no- 
where — the back of beyond in the 
desert country. The railroad never 
did go to the town of Santa Fe. Even 
now the main track doesn’t hit it — a 
little side track goes up to that quiet, 
picturesque colony of Indians and art- 
ists, and the great Santa Fe stream- 
liners. whirl by beyond shooting dis- 
tance on their way to the Pacific. 


Another song comes to mind when 
you say the letters “I. C.”” — the old 
Illinois Central Railroad. That was 
the road on which worked the immor- 
tal Casey Jones, and a line of the song 
of that name is a gem of folklore 
poetry: “Said he to the fireman, 


‘You'd better jump, ‘cause these two 


locomotives are a-goin’ to bump. 

In all the pageants about the rail- 
roads they have to include that tri- 
umph in transportation — that meet- 
ing of eastern and western steel at 
Promontory Point, Utah, when the 
golden spike was driven which cele- 
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brated the end of the stage coach and 
the pony express rider. Not at all too 
well recognized is this monument to 
the genius of that great soldier and 
engineer, General Dodge. 

But perhaps an even greater tri- 
umph in western transportation is 
brought to mind when you see the 
words “Northern Pacific’ on a box 
car. Sometimes it is called “The 
Route of the Great Big Baked Po- 
tato’” — and perhaps the big baked 
potato is the finest symbol we could 
have of the country which was opened 
up by Jim Hill when he built his 
Northern Pacific. 

In his time there was an idea that a 
railroad could not be built unless the 
Government helped finance it. But 
Jim Hill didn’t believe that and he got 
his public interested and they built a 
railroad from the Great Lakes to Puget 
Sound without a cent of Government 
money. And all that great develop- 
ment of farm and ranch from Min- 
nesota to the Northwest Pacific Coast 
is a tribute to the foresight and en- 
gineering and ingenuity of the railroad 
builder, Jim Hill. 


At the moment they are having a 
Railroad Fair in Chicago. Wherever 
they dug them up, I don’t know, but 
they have a lot of the old historic en- 
gines — from ‘Tom Thumb” on — 
and they make them roll on their own 
steam across the stage which shows 
the pageant of ‘Wheels A-Rolling.” 
They lay undue emphasis on the pas- 
senger-carrying vehicles and not once 
did I see a good, homely old box car 
rolling across the stage. The box 
car, the load-carrier, is the backbone 
of the railroad. It produces the rev- 
enue that keeps the wheels a-rolling. 
And the next time you are traveling by 
rail, watch out the window for the 
motley collection of these rambling 
tramps of the steel wheels that gird 
the country. 


+ 


A.H.A. HAS NEW AUXILIARY 
HEAD 


The A.H.A. now has a full time 
staff member to aid in coordination 
of women’s hospital auxiliary activi- 
ties: Mrs. Corena McCallum, former 
director of public relations for the 
Illinois State Nurses association. Dur- 


ing the war, she served as secretary of 
the War Service committee which han- 
dled the promotional program for re- 
cruitment of Cadet nurses in Illinois. 


+ 


CALIFORNIA HOSPITALS 
MOST UTILIZED 


Since 1939, the population of the 
West Coast has been graphed on the 
upward, and the overcrowded hospital 
situation which prevailed during the 
war still persists. Pacific Coast hos- 
pitals lead the nation in utilization of 
hospital facilities, according to Ritz 
E. Heerman, California hospital, Los 
Angeles, who recently reported a sur- 
vey of rates in voluntary hospitals to 
the Association of California Hos- 
pitals. 

In California, the report revealed, 
admissions into many of the average 
300-bed hospitals designed during the 
1920's for 6,000 to 7,000 patients per 
year, exclusive of bassinets, have risen 
as high as 15,000 adult patient admis- 
sions. 

Heerman lauded the program of 
early ambulation which such condi- 
tions have necessitated, citing the bene- 
fits it affords patient, hospital and 
community. High utilization of acute 
general hospitals will influence the 
type of hospital construction and de- 
sign of the future, he predicted. 
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HEADQUARTERS FOR 
SHRINERS HOSPITALS 
NOW IN CHICAGO 


The Shriners sampled Chicago's 
hospitality last month, and decided to 
make the city their continental head- 
quarters. This also brings to Chicago 
the administration of the 16 Shriners’ 
hospitals for crippled children. Twelve 
such institutions are established in the 
U.S., two in Canada, and there is one 
each in Hawaii and Mexico. The 
Shriners will locate their 17th hospital 
project in Los Angeles, where $1,500,- 
000 has already been raised for its con- 
struction and equipment. 

One of the events of the convention 
was presentation of a gift of $50,000 
by Chicago Shriners to the Shriners’ 
Hospital for Crippled Children at 
2211 N. Oak Park Avenue, Chicago. 
The Chicago unit was opened in 1926. 
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NEW CHOLINE DOSAGE FORM 

This convenient Council-Accepted 
dosage form is in addition to the pal- 
atable Syrup Choline Dihydrogen Cit- 
rate (Flint). 

Capsules Choline Dihydrogen Cit- 
rate (Flint) like Syrup Choline 
(Flint) are prescribed for the treat- 
ment of hepatic diseases associated 
with fatty infiltration, degeneration 
and early cirrhosis; vitamin and pro- 
tein deficiencies; alcoholism. 

The recommended average dose is 
4 to 6 capsules (2 to 3 grams of cho- 
line dihydrogen citrate) per day in 
divided doses. In well defined cir- 
rhosis with ascites, dosage should be 
increased to provide a maximum of 12 
capsules daily. 

Capsules Choline Dihydrogen Cit- 
rate (Flint) 0.5 Gm. are supplied in 
bottles of 100,500 and 1000. The 
pleasant tasting Syrup is supplied in 
pints and gallons. 
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NEW MUSCLE RELAXANT 

Organon Inc. has just made avail- 
able a new muscle relaxant — Ora- 
nixon. Chemically, Oranixon is 
3-ortho-toloxy-1,2-propanediol. This 
compound has been extensively studied 
in England under the name of myan- 
esin, where it was found to cause mus- 
cular relaxion and to relieve spasm of 
voluntary muscle; it also has some 
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PRESCRIPTION PAD 


analgesic properties, apparently of the 
acetyl-salicylic acid type. Oranixon is 
a spinal cord and brain stem depres- 
sant, ‘selectively depressing hyperexcit- 
ability of spinal reflexes, but not in- 
fluencing to any extent normal reflex 
action. 


Clinical reports in this country have 
thus far emphasized the usefulness of 
the drug in producing relief in many 
types of neuromuscular spasm. For 
example, this compound is of value in 
the treatment of reversible states such 
as muscle spasm; in the treatment of 
Parkinsonism, hemiplegia, and spastic, 
athetoid and choreiform types of cere- 
bral diplegia; in relieving the spasm 
and pain of arthritis of the cervical 
part of the spine, subacromial bursitis 
and low back pain; in the relief of 
painful lumbar spasm; and as an aid 
to manipulation of painful joints. 

Good results have attended its use 
in patients suffering from diseases of 
the extra-pyramidal nervous system, 
and in those having frequent recurrent 
intractable pain. Choreo-athetosis has 
been reduced or abolished and senile 
tremor has been improved. Further, 
the drug has been found to check 
epileptiform convulsions within 30 
seconds. The recommended dosage 
of Oranixon is 1 Gm. given orally 
three or four times a day. 

Oranixon is available in two dosage 
forms: compressed tablets, each con- 
taining 250 mg. of 3-ortho-toloxy-1,2- 


propanediol, and an elixir containing 
400 mg. per teaspoonful. The tablets 
are available in bottles of 1000, 500 
and 100; the elixir in bottles of 8 
ounces and 1 pint. 
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HEMOSTATIC MINUS 
REACTION 

Thrombin (Human), Cutter Labora- 
tories’ topical hemostatic is now avail- 
able in a 5,000 unit package. 

Fractionated from human blood, 
Thrombin is sterile, non-reactive and 
absorbable. 

Use of this product, of plasma pro- 
tein origin, is indicated in topical con- 
trol of venous and capillary oozing in 
surgical and dental procedures. When 
used as a powder, Thrombin is of 
value in controlling bleeding from 
bone. 

Most recent reported use of Throm- 
bin is orally for the control of gastric — 
hemorrhage. 

In strengths of 1,000 units, per cc., 
Thrombin solution forms a clot within 
three seconds after application. In 
cases of severe bleeding, Thrombin 
solution may be used in combination 
with Fibrin Foam for additional hemo- 
static control. 

A five thousand unit vial of dried 
sterile Thrombin (Human) is pack- 
aged together with a vial containing 


‘10 cc. isotonic Solution of Sodium 


Chloride for use as a diluent. 
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NEW HAY FEVER PRODUCT 

The Maltine Company announces 
Pentryl, for prompt and sustained 
relief in hay fever. Pentryl provides 
a synergistic combination of an anti- 
histaminic and an antiallergic, offering 
greater relief than is possible with 
either drug alone, according to the 
Maltine Company. 

Pentryl is composed of Methapyri- 
lene HCL-50 mg.; Ephedrine HCL- 
16 mg.; and Pentobarbital Sodium-16 
mg. Indicated for hay fever, urticaria 
and other allergic states. 

The product is supplied in two 
forms; Fast-acting Pentryl-green tab- 
lets, for patients “on-the-go” (during 
the day); Delayed-action Pentryl En- 
teric Coated-red tablets, for patients 
“at rest”. The usual dosage is 1 
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ARMSTRONG X-4 BABY INCUBATOR 


O 


The Armstrong X-4 Baby Incubator is a SIMPLE, SAFE, 
“HARD WORKING?’ welded-steel model for everyday 
. use. And it is still LOW IN COST—Low In Cost to buy, 
to operate and to maintain. 


These facts attest its world wide acceptance. Close to 8000 
now in use, from South Africa to Iceland, and almost 900 
hospitals originally ordering 2200 Armstrong X-4 Baby 
Incubators have, after using them, mailed repeat orders 
for 3300 more. 

If you want safety, reliability, low cost and simplicity, 


write today for descriptive bulletin and price. Shipment 
from stock. 


iff 


1. Low cost 

2. Underwriters’ Laboratories approved 
3. Accepted by American Medical Assoc. 
4. Simple to operate 

5. Only 1 control dial 

6. Safe, low-cost, heat 

7. Easy to clean 

8. Quiet and easy to move 

9. Ball-bearing, soft rubber casters 

10. Fireproof construction 

11. Excellent oxygen tent 

12. Welded steel construction 

13. 3-ply safety glass—no plastics 

14. Full length view of baby 

15. Simple outside oxygen connection 

16. Night light over control 

17. Both F. and C. thermometer scales 

18. Safe locking top ventilator 

19. Low operating cost 

20. Automatic heat and humidity control 
21.No special service parts to buy 


AND 


The Armstrong X-4 Baby Incubator 
was the FIRST Baby Incubator to 
carry all three of these “awards”— 


1. Tested and approved by Under- 
writers’ Laboratories, Inc. 


2. Accepted by the Council on Physi- 
cal Medicine, American Medical 
Association 

3. Tested and approved by Canadian 
Standards Association 


For about four years, it was the 
ONLY Baby Incubator carrying 
Underwriters’ Laboratories, Inc. 
approval .. . thereby setting new 
standards of safety and operating 
simplicity in this field. 


American Medical Assoc. Canadian Standards Assoc. 


THE GORDON ARMSTRONG COMPANY, INC. 
Division FFI « Bulkley Building * Cleveland 15, Ohio 
Distributed in Canada by INGRAM & BELL, LTD. ¢ TORONTO © MONTREAL e WINNIPEG e CALGARY e VANCOUVER 


COPYRIGHT 1949, THE GORDON ARMSTRONG CO, INC, 
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Pentryl tablet 3 or 4 times a day; on 
retiring, 1 Pentryl (green) and 1 
Pentryl Enteric Coated (red). 

Both Pentryl and Pentryl Enteric 
Coated are supplied in bottles of 50 
and 500 tablets. 


B 
ORAL DIURESIS 


An important advance in cardiac 
therapy, Tablets Mercuhydrin with 
Ascorbic Acid are now available to 
clinicians, according to a recent an- 
nouncement by Lakeside Laboratories, 
Inc. 

The new Tablets Mercuhydrin with 
Ascorbic Acid add the convenience of 
the oral route to the proven clinical 
effectiveness of Mercuhydrin for the 
control of edema. Ascorbic Acid has 
been demonstrated to increase toler- 
ance to, and potentiate the action of, 
mercurials. 

Tablets Mercuhydrin with Ascorbic 
Acid may be used alone in some in- 
stances for maintenance therapy but 
generally will serve best as a supple- 
ment to parenteral administration. 
With parenteral administration, the 
new oral Mercuhydrin permits reduc- 
tion in the number of injections and 
longer intervals between treatments. 

For the ambulant cardiac, oral di- 
uretic therapy is of decided advantage 
to both the patient and the physician. 
Its use facilitates the frequent-dosage 
schedules of modern diuretic therapy. 

Mercuhydrin has long enjoyed 
widespread acceptance among physi- 
cians. Its effectiveness in combating 
edema, its high local and systemic 
tolerance, and the safety of the in- 
tramuscular route have given it a 
preferred position. It is expected that 
Tablets Mercuhydrin with Ascorbic 
Acid will enjoy equal acceptance. 
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MINNESOTA OPENS NURSING 
CLASSES TO MEN 

To meet a demand for male 
nurses to care for male orthopedic 
and psychiatric cases, the school of 
nursing at the University of Min- 
nesota will open its basic profession- 
al nursing course to qualified men 
students next fall. The training 
will comprise a five-year program 
loading to a degree. 


NEW ATTACKS ON 

RHEUMATIC FEVER 
A project to locate child victims 
of rheumatic fever on the lower east 
side of New York City, and to as- 
sure that they receive proper medical 
attention, has been pronounced a 
success. Dr. Katharine Dodge Brow- 


nell, acting director of the project,. 


says the procedure now developed 
may be extended to other areas if the 
present operations continue success- 
fully. 


The work, sponsored by the City 
Department of Health, the Board of 
Education and the New York Heart 
association, has been done in coop- 
eration with school nurses, social 
agencies and private doctors in the 
district. 
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BULLETIN CLASSIFIES 
PATIENTS 
The May Bulletin of the Hospital 
Council of Greater New York, 
classifies hospital patients into two 
groups: first, those who may be 


called private patients, who have © 


selected their own private physician 
prior to admission and remain under 
the medical supervision of their own 
doctor during their stay in the 
hospital. The second group of 
patients is composed of those who 
receive their care from hospital 
staff physicians who are assigned to 
them. 


Comments the Bulletin: ‘Too 
much emphasis has been placed on 
the type of accommodation occupied 
by the patient. The type of accom- 
modation may be one of choice for 
the patient, or it may be dictated by 
the medical needs of the patient. 
During the past two decades there 
has been an increasing demand for 
‘so-called’ semi-private accommoda- 
tions. In reality, patients occupying 
these accommodations are not semi- 
private patients, but rather are 
private patients who do not de- 
sire single room accommodations.” 
Pointing out that the cost of hospital 
care in the two kinds of accommo- 
dations differs, the Bulletin continues, 
“Blue Cross, which places the quality 
of medical and hospital care above 
the luxury of accommodation, pro- 
vides payment: for service in semi- 


private rooms. In essence, however, 
the patient is a private patient since 
he is under the care of his own 
physician.” 


+ 


NEW MANUALS PUBLISHED 
BY 

The A.H.A. has just released a new 
manual on “Essentials for a Hospital 
Department of Physical Therapy’ 
which was prepared jointly by repre- 
sentatives of the A.H.A., the A.M.A., 
and the American Physical Therapy 
association. 

The publication provides guidance 
in the planning, installing, equipping 
and operating of physical therapy 
suites, including floor plans showing 
recommended equipment for general 
hospitals of 50, 100 and 200 bed sizes. 


This publication was made possible 
through a grant from the National 
Foundation for Infantile Paralysis. 

The A.H.A. has also just issued 
“Conference Techniques,” second in 
a series of manuals designed to help 
hospital administrators and their staff 
members solve common hospital per- 
sonnel problems. The first publica- 
tion in the series outlined the develop- 
ment of sound personnel practices; the 
current one gives details on how to put 
them to work. 


+ 


GERIATRICS RESEARCH 
PROJECT UNDERWAY 

At Goldwater Memorial hospital on 
New York’s Welfare island, an ex- 
periment goes on which may make a 
substantial contribution to research in 
geriatrics. The project is conducted 
in the hope of reducing the case load 
of chronically ill patients. The need 
for beds at that institution is estimated 
at 3,000, and there is a waiting list of 
900. 

Two hundred chronic disease cases at 
Goldwater have consented to tests, and 
sufferers from arterial sclerosis, high 
blood pressure and other ills were re- 
ported as “literally clamoring” to be- 
come part of the project. 

Dr..J. Murray Steele, director of 
New York university research service, 
and Dr. Alexander B. Gutman, direc- 
tor of Columbia university research 
‘service, jointly head the project. 
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How TOMAC equipment 
is built to serve YOU better 


**How can we make it more efficient?” 
**How can we make it last longer?” 
**How can we make it better looking?’’ 


These are constant questions in our minds. 

You see the answers in every TOMAC-made unit. 

‘In some way, in its design or construction, you'll find 
a reason why ToMAC items serve you better. 

For example, in making tables and basin stands, 
we eliminate the usual hard-to-clean crevices. A new 
brush dispenser offers no break in aseptic technique. 
A new footstool has offset legs to prevent tipping! 
Extra assets like these are yours in every TOMAC item. 

We are grateful for the wide acceptance of our 
“make-it-better” program. That acceptance is clearly 
shown by the way more and more hospitals 
are adopting TOMAC equipment. 
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PROGRESS IN CLOT 
PREVENTION 
Anticoagulant therapy in coronary 


thrombosis and other thrombotic con- 
ditions is still in its infancy, but con- 


siderable thought is being given to the 
subject by various investigators. Their 
aim is to understand fully the nor- 
mal mechanism whereby clotting is 
avoided within the vessels, and to du- 
plicate the natural phenomenon. 

Tagnon and Petermann, of the Me- 
‘morial hospital and the Sloan-Ketter- 
ing institute for cancer research, New 
York, described a rational, but compli- 
cated, normal clotting mechanism be- 
fore the recent meeting of the Améri- 
can Society for Clinical Investigation. 

Present in plasma is proplasmin, an 
enzyme precursor which is itself in- 
active. In the tissues, and particularly 
lung tissue, is an activator substance 
which converts proplasmin into plas- 
min. It is the plasmin which prevents 
clotting within the body under normal 
circumstances. Plasmin is a proteo- 
lytic enzyme, and can digest fibrin- 
ogen. 

To prevent hemorrhage in the nor- 
mal individual, a plasmin inhibitor 
substance is also present. This neu- 


tralizes the small amounts of plasmin 
which may be present in the circulat- 
ing blood. The inhibitor, as well as 
the activator, is found in lung tissue, 
and perhaps is also present in other 
tissues. 


CLINICAL NOTES 


By J. F. FLEMING, M. D. 


In individuals susceptible to ab- 
normal clotting, there is likelihood 
that regulated dosages of plasmin, or 
possibly proplasmin, might be an an- 
swer to the problem. On the other 
hand, in hemorrhagic conditions, in- 
cluding trauma, the inhibitor substance 
might be employed advantageously. 


+ 


ANTIALLERGIC USED IN 
TUBERCULOSIS 

The relationship between tubercu- 
losis and allergy has been acknowl- 
edged for many years, and the various 
tuberculin tests have as their basis an 
allergic reaction. Treatment of tuber- 
culosis has, however, never been suc- 
cessful on the same basis. 


Judd and Henderson, of the Penn- 
sylvania State department of health, 
reported before the Araerican College 
of Allergy that they had relieved cer- 
tain types of tuberculosis, including 
tuberculosis pneumonia, with an an- 
tihistaminic drug. The preliminary 
study on thirty patients is too small to 
justify wide usage of the treatment, 
but sufficiently promising to encour- 
age further study. 


Using Neohetramine, the authors 
found that most of the patients with 
coughing and expectoration were re- 
lieved. Their appetites improved, and 
they gained weight. X-ray evidence 


rendered it safe. 


of improvement was also observed. 
The drug was employed for periods 
up to seven months, and at present is 
being used in conjunction with strep- 
tomycin. 


+ 


POSTOPERATIVE CARE 
PROGRESSES 

Surgery is no longer a matter of 
manual dexterity while the patient is 
on the operating table, but includes a 
period of many days’ preparation and 
prolonged postoperative care. 

Some of the more recent advances 
in this latter phase of surgery are out- 
lined by Jonathan Rhoads, of Phila- 
delphia, in the Pennsylvania Medical 
Journal, December, 1948. 

Of the newer antibiotics, aureo- 
mycin appears promising, as it has 
been found effective against many 
strains of both gram-negative and 
gram-positive bacteria. 

The treatment of shock is under- 
going continuous change. Human 
serum albumin is now being employed 
successfully, and it has not thus far 
caused homologous serum jaundice. 
Perhaps the method of processing has 
Whole blood, how- 
ever, is still the method of choice for 
treatment of most types of shock. For 
prompt action, it may be given intra- 
arterially instead of via the customary 
intravenous route. As a method of 
regulating dosage of blood, the tagged 
red cell procedure may be employed, 
or a dye may be used to determine 
blood volume. 

In nutrition, emphasis is now placed 
on protein. A hypoproteinemia re- 
tards wound repair and callus forma- 
tion, decreases resistance to infection, 
increases predisposition to shock, and 


- other unfortunate happenings. When 


employing protein hydrolysates, it is 
important that the requisite number of 
calories be administered in order to 
maintain nitrogen balance. 

The serum potassium should be 
watched in the postoperative patient. 
If there is a large fluid exchange and 
the patient is not getting a sufficient 
intake of potassium, a hypopotassemia 
may develop, with the symptoms of 
lassitude, torpor, electrocardiographic 
changes, and an unexplained high 
serum CO,. 
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THAT FINAL STEP 


IN HOSPITAL ROOM SANITIZING 


To permit prompt reoccupancy of hospital rooms after 
discharge of patients, sheets must be changed, floors 
scrubbed and waxed, and furniture cleaned. 


But what about “‘cleaning’”’ the air? What are we 
doing to get rid of airborne pathogenic bacteria? 


That final link in hospital room sanitizing is made 
possible simply, quickly, economically by the use of — 


“MICROBOMB™ 


(BRAND) 


GLYCOL VAPORIZER 


Just a few seconds spraying with Microbomb is sufficient to 
reduce airborne bacteria as much as 90%. 


e one spraying—only a few seconds— 


e Microbomb sufficient for 60 to 80 rooms 
at a cost of less than 3c per room 


e quickly dispersed to all points of room 
e no cumbersome, expensive apparatus 
e non-toxic 


e effective against streptococci, staphylococci, 
pneumococci and other airborne pathogens 


OF CARANO 


THE CARAND CORPORATION «¢ Racine, Wisconsin 


CARAND CORPORATION, Dept. HT 8 
Racine, Wisconsin 


0 Please send me substantiating literature on ““MICROBOMB”’— 
Please ship me—__—__doz. 
(List Price, $34.68, Your Price, $20.81 per doz., Single Can, $1.98) 
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BACH, Harry—Has been named 
assistant to the administrator of the 
Middletown (Ohio) hospital. Mr. 
Bach is a graduate of the course in 
hospital administration at Northwest- 
ern university. 

BADMAN, BENJAMIN, JR.—Is the 
new superintendent of the Wyoming 
Valley hospital, Wilkes-Barre, Pa. 
Until recently, Mr. Badman had been 
employed by an architectural firm. He 
is a graduate of Wesleyan university. 

BLAKE, JOHN H.—Was recently ap- 
pointed administrator of the Wabash 
(Ind.) County hospital. 

BRESNAHAN, Dr. JOHN—Formerly 
manager of the VA hospital at Wich- 
ita, Kans., has been named manager 
of the Fayetteville, Ark., VA hospital. 
(See Littell). 

BriGGs, FRANK R.—Is the new ad- 
ministrator at Union hospital, Terre 
Haute, Ind. (See Sheffler). 

BuRD, FREDRICK—Has succeeded to 
the administratorship of the Holland 
(Mich.) City hospital. Mr. Burd has 
a Master’s degree in hospital admin- 
istration from the University of Min- 
nesota, and had served as administra- 
tive resident at Blodgett Memorial 
hospital, Grand Rapids, Mich. 

Coates, COL. JOHN, JR.—Has been 
appointed commanding officer of the 
Rodrigues General hospital, San Juan, 
P. R. For the past 22 months, Col. 
Coates has served as executive officer 
of Walter Reed General hospital, 
Washington, D. C. 


PERSONALLY SPEAKING 


CUTLER, CHARLOTTE, R. N.—For- 
merly assistant superintendent, has 
been named superintendent of the 
Proctor (Vt.) hospital. 

DiscH, Davip H.—Was recently ap- 
pointed to the position of assistant 
administrator at the Maumee Valley 
hospital, Toledo, Ohio. Mr. Disch 
served his administrative residency at 
Grace hospital, Detroit. 

GEORGE, Morris F.—Has taken 
over the post of executive director of 
the Abington (Pa.) Memorial hos- 
pital. Mr. George has been acting as 
director of the 360-bed hospital since 
the death of its former director over 
a year ago. Prior to entering the Navy 
during the recent war, he had served 
for nine years with Germantown hos- 
pital. 

GROGAN, DR. FRANK—Has taken 
over the superintendency of St. Louis 
(Mo.) City hospital. He will hold 


_ this position in addition to acting as 


hospital commissioner of St. Louis. ¢ 
HEAD, THOMAs H.—Chairman of 
the Texas Hospital association’s pub- 
lication board, and a member of the 
by-laws and other special study com- 
mittees, has resigned from these posi- 
tions, due to ill health. Dr. Head has 
been in the hospital field since 1936, 
when he was secretary of the Hospital 
Finance Corporation. He has been 
assistant administrator and business 
manager of the Shannon West Texas 
Memorial hospital in San Angelo. He 


was president of the T.H.A. in 1947 _ 


and also served as president and sec- 
retary of the Northwest Hospital asso- 
ciation. 

HEw, JOSEPH S.—Comes to Sol- 
diers and Sailors Memorial hospital, 
Penn Yan, N. Y., to act as superin- 
tendent. 

HoFF, PAuL R.—Has been engaged 
as manager of the Weiser (Ida.) Val- 
ley Memorial hospital, which is now 
under construction. At present he is 
business manager of the Council 
(Ida.) Community hospital. Mr. 
Hoff has had ten years’ experience in 
the field of hospital management. 

House, Roy C.—Is the new assist- 
ant administrator of Samuel Merritt 
hospital, Oakland, Calif. He is a 
graduate of the Northwestern univer- 
sity school of hospital administration, 
and served his administrative residency 
at Methodist hospital, Indianapolis. 

Hunt, Max R.—Former adminis- 
trative assistant at Good Samaritan 
hospital, Portland, Ore., has assumed 
the duties of business manager at St. 
Charles hospital, Bend, Ore. 

HyDE, FLORENCE A.—Recently re- 
tired as superintendent of the Herki- 
mer (N. Y.) Memorial hospital. 
Mrs. Hyde has served on the hospital 
staff for almost 20 years. A testi- 
monial dinner was given in her honor, 
prior to her retirement, at which she 
was presented with a gold watch. 
(See Jenkins). 

JENKINS, JAMES E.—Was recently 
named to the office of superintendent 
at Herkimer (N. Y.) Memorial hos- 
pital. Mr. Jenkins is a graduate of 
Columbia university's course in hos- 
pital administration. He served his 
administrative residency at Roosevelt 
hospital, New York City. (See 
Hyde). 

KAUFFMAN, VICE ADM. JAMES— 
Formerly commander of the Fourth 
Naval district, has assumed office as 
president of Jefferson medical college 
and hospital, Philadelphia, Pa. 

KNUTH, Mrs. L. S.—Superintend- 
ent at Brownsville (Pa.) General hos- 
pital for over 24 years, has resigned, 
due to ill health. She had been a mem- 
ber of the Pennsylvania Hospital asso- 
ciation since 1929. (See Schmidt). 

LAMBERTA, SISTER M.—Has been 
appointed superintendent of the new 
St. Clare’s hospital, Schenectady, N. Y. 
She has previously served as superin- 
tendent of St. Francis hospital, Green- 
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ville, S. C., St. Anthony's hospital, 
Warwick, N. Y., and of St. Peter’s 
hospital, Brooklyn. 

LITTELL, DR. GEORGE—Was named 
manager of the VA hospital at Wich- 
ita, Kans. He was, until recently, 
manager of the VA hospital at Ama- 
rillo, Tex. Dr. Littell is a graduate 
of the school of medicine of Wash- 
ington university, St. Louis, and during 
the war, was deputy surgeon and ex- 
ecutive officer of Vaughn General hos- 
pital. (See Bresnahan). 

LONG, THURSTON H.— Is the new 
assistant director of the Graduate hos- 
pital of the University of Pennsyl- 
vania at Philadelphia. Mr. Long re- 
cently completed the course in hospital 
administration offered by Columbia 
university school of public health. 

Lopez, Dr. Louis—Previously chief 
of professional services at the VA hos- 
pital in Fort Lyon, Colo., is new man- 
ager of the Fort Meade (S. D.) VA 
hospital. He is a veteran of both 
World Wars, and has been with the 
VA and its predecessor agencies since 
1920. He is a graduate of Tulane 
university, New Orleans. 

MAHER, GLEN—Has assumed the 
duties of manager at the Grandview 
hospital, La Crosse, Wis. Mr. Maher 
was formerly manager of the Mondovi 
(Wis.) Clinic hospital. 

MatTTIx, CHARLES E.—Who  te- 
cently completed his administrative in- 
ternship at Grace hospital, Detroit, has 
been appointed administrator of the 
Ferguson-Droste-Ferguson Rectal clinic 
and hospital, Grand Rapids, Mich. 

McMaHaNn, Dr. GEoRGE—Who 
had been serving as manager of the 
VA hospital at Gulfport, Miss., has 
been transferred to the new VA center 
at Waco, Tex., where he will also 
serve as manager. 

NEUMANN, Dr. ELLSwoRTH—Has 
been appointed as assistant director of 
Massachusetts General hospital in Bos- 
ton. 

RICHARDSON, JOHN B.—A graduate 
of the course in hospital administra- 
tion at Washington university, St. 
Louis, has been named administrator 
of the Armstrong County hospital, 
Kittanning, Pa. He served his resi- 
dency at Bishop Clarkson hospital, 
Omaha. 

RUTHERFORD, Dr. THOMAS—Su- 
perintendent of the Fairview (Pa.) 
State hospital for the past eight years, 
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“J like ity mildness”’ 


“HUNTINGTON LABORATORIES, INC., 


GERMA-MEDICA Surgical Soap leaves the 
surgeon’s hands soft and supple ... cleansed 
and ready for the operation. For Germa- 
Medica is the purest, most highly refined 
soap, always uniform and gentle as a lotion. 
It’s concentrated ... truly economical in use 
when dispensed from the Huntington Port- 
able Dispenser (leased to quantity users free). 


HUNTINGTON, INDIANA, TORONTO 


Send facts on Germa-Medica. 

ee 1 Also on the Huntington Portable Foot Pedal Dispenser. 
> __NAME INSTITUTION 

STATE 
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and head of Clarks Summit hospital 
for 24 years, retired recently, after 40 
years of practice. 

SCHMIDT, JANET—Has been named 
acting superintendent of the Browns- 
ville (Pa.) hospital. (See Knuth). 

SCHNEIDENBACH, Oscar E.—Who 
recently resigned as director of the 
Lutheran hospital of Brooklyn, N. Y., 
has been appointed administrator of 


the Berwick (Pa.) hospital. (See 
Teitsworth). 

SHEFFLER, FRANK G.—Has become 
administrator of the Reid Memorial 
hospital, Richmond, Ind. He was for- 
merly administrator of Union hospital, 
Terre Haute, Ind. In 1943, Mr. Shef- 
fler served as president of the Indiana 
Hospital association. (See Briggs). 

SMITH, MaAxINE—Acting superin- 


29 


> 
= 
\ 
| 
‘ 


tendent of the Bay City (Mich.) Gen- 
eral hospital for several months, has 
been named superintendent of that in- 
stitution. 

TEITSWORTH, CATHERINE—Has re- 
signed as superintendent of the Ber- 
wick (Pa.) hospital. (See Schneid- 
enbach) . 

WEBER, IsaBEL—Has been ap- 
pointed associate administrator of the 
Elizabeth Steel Magee hospital, Pitts- 
burgh. Miss Weber recently com- 
pleted a course in hospital adminis- 
tration at the University of Chicago. 
She is a graduate of the Yale univer- 
sity school of nursing, and since her 
graduation, has been employed in the 
nursing departments of hospitals in 
Connecticut and California. She was 
director of nurses at Oak Ridge 
(Tenn.) hospital, where she also acted 
as administrative assistant. 

WINTERS, KENNETH L.—Became 
administrator of the Olean (N. Y.) 
General hospital recently. He is a 
graduate of the Northwestern univer- 
sity course in hospital administration. 

ZELLER, Dr. CHARLES—Has been 
named superintendent of the Weston 
(W. Va.) State hospital. He is a 
graduate of the University of Buffalo 
school of medicine, and also attended 
West Virginia university school of 
medicine. 


DEATHS 


GOLDMAN, Dr. ALEXANDER— 
Founder and first president of Bronx 
(N. Y.) hospital, and head of its 
medical board for over 20 years, died 
recently, at the age of 77. Dr. Gold- 
man also served as president of the 
medical board of the Bronx Hebrew 
Home for Chronic Invalids and was a 
consultant for stomach diseases at 
Morrisania City hospital. He estab- 
lished the first diabetic clinic in New 
York at Bronx hospital, contributing 
the initial funds. 

MorcaNn, Dr. WILLIAM G.—A for- 
mer president of the American Medi- 
cal association, and dean of the 
Georgetown university school of medi- 
cine from 1931 to 1935, died last 
month. He was 81 years old. A na- 
tionally known stomach specialist, he 
had practiced medicine for 54 years. 

Witsur, Dr. Ray LyMAN—Dean 
of the Stanford medical school and 


later president of the university, well 
known as an educator and public offi- 
cial, died of a heart ailment at his 
home on the campus recently. Among 
the long list of public positions -he 
held are: chief of the food conser- 
vation organization during the first 
World War, and Secretary of the 
Interior under President Hoover. He 
also served as president of the Ameri- 
can Academy of Medicine (1912- 
1913), and as president of the Ameri- 
can Medical association .(1923-24). 
He was chairman of the A.M.A. Coun- 
cil on Medical Education and Hos- 
pitals from 1929 to 1946. 


THE NATION’S NEWS 


Pine Bluff, Ark—Davis hospital 
here has just remodeled the fourth 
floor of one of its buildings and has 
opened it as a Negro department. For 
the first time, the hospital will have a 
fully equipped Negro labor room, de- 
livery room and nursery with eight 
bassinets and an incubator. The de- 
partment has 25 beds and as soon as 


the demand is for more, the third floor’ 


of the building will be renovated and 
25 more beds added. Walls in the 
corridors and some of the rooms are 
painted a pale green with white wood- 
work and ceilings. Other rooms are 
painted light blue with white trim. 

Fontana, Calif—The operation of 
the Southern Permanente hospital has 
been taken over by the Kaiser Fontana 
Hospital association, and will be 
known as the Kaiser Fontana hospital, 
operating on a nonprofit basis. About 
$100,000 has been earmarked for ren- 
ovation, operation and expansion of 
facilities. Henry J. Kaiser will head 
the board of trustees and the present 
medical and hospital staff will be re- 
tained. 

Los Angeles, Calif—The new cere- 
bral palsy unit of the Los Angeles 
Orthopaedic hospital has been opened 
and dedicated to Miss Berenece Carl- 
son. Miss Carlson had devoted much 
of her life to ministering to children 
afflicted with cerebral palsy. She lost 
her life last year in an auto accident 
in Mexico, where she was attending 
an international meeting of those con- 
nected with the care of such children. 
A bronze plaque has been placed in 
the unit, commemorating Miss Carlson. 


Los Angeles, Calif—The Veterans 
Administration Birmingham hospital 
has been authorized to add 120 beds 
to its facilities. They will be for tu- 
berculous veteran patients. The new 
beds will bring the hospital’s total 
number to 1,557. Recruitment of 129 
persons to care for the increase has 
begun, and when they are added to the 
staff, the hospital’s total personnel will 
amount to 1,782. 

Los Angeles, Calif—The National 
Foundation for Infantile Paralysis has 
given a $50,000 grant to the Los 
Angeles County General hospital for 
research in poliomyelitis, particularly 
in respirator improvements. The grant 
is the first of its size for research in- 
to development of mechanical aids in 
treatment of polio. 

Colorado Springs, Colo.—Penrose 
Cancer hospital has received a grant 
of $3,000 from the National Cancer 
institute, to permit continuation of a 
project of research on the treatment 
of cancer of the uterus. Dr. J. A. 
Del Regato, director of the hospital, 
has been carrying on this project for 
several years. In 1948, it was awarded 
the Chevillon prize by. the National 
Academy of France as the outstanding 
work of the year in the treatment of 
cancer. The grant will permit the 
acquisition of special equipment and 
instruments necessary to the special 
work. 

Denver, Colo.— Denver General 
hospital will name a remodeled build- 
ing unit after Dr. B. B. Jaffa, one-time 
manager of Denver health and charity. 


. The structure being remodeled at a 


cost of $35,000 is the former tubercu- 
losis ward. It will become an adminis- 
trative office building. 

Grand Junction, Colo.—The Mesa 
County Medical association has in- 
augurated a doctors’ exchange to in- 
sure a patient’s getting a doctor when 
he needs one. The plan is being 
worked in cooperation with St. Mary’s 
hospital. If a doctor does not answer 
his telephone, the hospital may be 
called and the whereabouts of the 
doctor determined. If the doctor 
called is not available, the exchange at 
St. Mary’s will secure another. 

LaJunta, Colo—On May 1, the 
Benedictine Sisters of Covington, Ky., 
took over the operation of the Santa Fe 


hospital. Modernization of equipment . 


is being made. 
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STAINLESS STEEL 


FOOD CONVEYOR 
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45 years of experience insures the ultimate in design, 
construction, performance and economy of operation. 
That's why your best buy is PROMETHEUS! 
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RONETHEUS 


ELECTRIC CORPORATION | 
401 WEST 13th STREET - NEW YORK 14, N. Y. 
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Plastishield 


technic of 
aseptic breast care 
approved by 


nursing mothers 


The new Plastishield technic of postpartum breast care is well 
liked by patients. This fact is borne out by the reports sum- 
marized below: 
50 patients 6 weeks to 6 months postpartum replied to a ques- 
tionnaire as follows:! 
1. Are Plastishields comfortable to wear? 
YES 90% NO 10% 
2. Do Plastishields prevent soiling of clothes by milk leakage? 
YES 88% NO 12% 
3. Do Plastishields prevent nipple irritation? 
YES 98% NO 2% 


1,000 patients in 5 hospitals answered the same questions as: 
follows:? 


QUESTION #1 YES 91% NO 9% 
QUESTION #2 YES 75% NO 25% 
QUESTION #3 YES 98% NO 2% 


Thus it will be seen that Plastishields encourage breast feeding, 
because they: 


1. Protect the nipple and areola from soreness and fissuring 
2. Are conveniently and comfortably worn 
3. Are characterized by greater cleanliness than 


other methods 


Packaged in boxes of 25 pairs, Plastishields may be 
purchased from your local hospital supply dealer. 


Plastishield, inc. 


MINNEAPOLIS, MINNESOTA 


1. McKenzie, C. H.: The Use of Plastic Nipple Shields for 
the Lactating Breast, Journal-Lancet,68:199 (May) 1948. 


2. Abramson, M.: Breast Feeding the Newborn, Gen. 
Practice Clinics, (Oct.) 1947, p. 318. 


PATENT APPLIED FOR AND TRADEMARK REGISTERED IN THE UNITED STATES. 
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HOW 10 DO IT, 


WHERE TO GET IT. 


Without cost to you any of the literature, or details on the new equipment and prod- 
ucts, listed below, will be forwarded proriptly by a reliable manufacturer. This in- 


formation is practical for your hospital. Order by n 


and address this magazine, 


30 W. Washington St., Room 1611, Chicago 2, Ill. 


No. 188. The new Sana-Bath Bed- 
side Dispenser, a 4-0z. soap dispenser 
designed to provide an individual, low 
cost, sanitary soap supply for each hos- 
pital patient, has been announced by 
Huntington Laboratories, Inc. Small 
and easily portable, it can be held and 
operated with one hand; may be 
stored in the bedside cabinet or placed 
on the nurse’s tray. Saves soap, each 
stroke of the dispenser releasing a few 
drops of soap. Liquid soap is com- 
pletely enclosed and protected from 
contamination. Designed for use with 
either Sana-Bath Bathing Soap or 
Baby-San. Compact and economical 
enough to have individual dispensers 
for each infant in the nursery. Avail- 
able to hospitals everywhere — loaned 
without charge to users of Hunting- 
ton’s soaps; or dispensers may be pur- 


’ chased. Write for more information. 


No. 573. “What Every Hospital 
Director Should Know About Latex 
Foam” is the title of a new booklet 
recently published by the Rubber De- 
velopment Bureau. This booklet ex- 
plains what latex foam is, how it is 
made and the features of latex foam 
which make it especially suitable for 
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use in hospital mattresses, pillows, up- 
holstered furniture, loose cushions, 
padding and a variety of other hos- 
pital items. Although the booklet is 
a serious treatise on the subject of 
latex foam, it is attractively and 
humorously illustrated. Anyone wish- 


_ ing a free copy may write for one. 


No. 571. The New Bookkeeper’s 
File, specifically designed for hos- 
pitals to compactly accommodate all 
necessary records, provides six drawers 
to serve all these purposes: two dou- 
ble-compartment drawers for 4 x 6 
cards; two drawers for payroll or 
voucher checks, and two letter-size 
drawers for correspondence. Overall 
depth: 2614”. Constructed of heavy 
top-quality furniture steel, electrically 
welded throughout, assures years of 
continuous service. Sections are 
equipped with soft-rolling ball bear- 
ing extension slides, enabling even the 
heaviest load to glide freely. Avail- 
able with lock. Write for further de- 
tails. 


No. 565. pHisoderm with hexachlo- 
rophene 3 percent, a new antiseptic, 
soapless, sudsing detergent, now pro- 
vides surgical teams with two-minute 
preoperative scrub. More germicidal. 
than soap, it’s action is so rapid that 
“a two-minute preoperative scrub is 
bacteriologically feasible.’” Also eco- 
nomical. A gallon of the preparation 
supplies from 1,000 to 1,500 ‘‘preps” 
when directions are carefully adhered 
to. Active in hard water, contains no 
alkali and does not form insoluble 
soap films which may harbor. Avail- 
able in gallon and 16-ounce bottles for 
hospital use, as well as a 10-ounce 
wall dispenser; and a 3-ounce refillable 
hand dispenser can be carried in in- 
strument bags by doctors and nurses. 
Write for literature. 
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No. 575. Debs ‘“Medi-Kar,” a com- 
plete medicine tray on wheels, carries 
everything the nurse needs to make 
her rounds. The removable stepped 
up medicine tray holds 24 medi- 
cine glasses; a covered tray; pitcher 
for fresh water; 24 water glasses. 
The drawer holds 12 sterile hypo 
syringes — a total of 36 medications 
for only one nurse to handle in one 
trip.. A unique marking system re- 
duces errors or mix-ups. Each medi- 
cine glass and hypo syringe has its own 
individual card marker in a permanent 
holder, listing patient’s name, room 
number, hour, drug, etc. The “Medi- 
Kar” is made of gleaming stainless 
steel with welded construction — will 
last for years and is easy to clean. 
Send for descriptive folder. 


No. 542. “Bronze Tablets”, a 28- 
page booklet describing the many 
uses of bronze signs and plaques, is 
available upon request. Pictorially 
described in the booklet are tablets 
that have been designed and executed 
for a variety of users and purposes. 


-Copies may be obtained without 


charge. 
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ANOTHER FIRST 
HARDWOOD Institutional ROC 


RESTFUL 


i 


COMFORTABLE 
ARM ROCKER 


The sturdy strength required 
for constant Institutional use 
is built into this chair. It is 
a rocker of commodious 
comfort attractively 
low, priced. 
Size of seat 23%,"' x 2112"; 
height of back 29''; Front 
post 134" turned; Back post 
1%" x 1"; Arm 2/2" x I". 
No-sag, hinged spring seat. 
Upholstered in heavy-duty 
DURAN", ted, blue, green 
brown, chartreuse, yellow 
and ivory. (Specify choice 
color). Finished in 
Walnut or Mahogany. 


$27.50 Each 
$25.95 Ea. in lots of 6 
F.0.B. So. Factory 


OTHER FURNITURE AVAILABLE 


Write us your 


FURNITURE 
JETITIAN 
SUPPLIES 


AUGUST, 1949 


requirements 


Avcnve New York 


SUPPLY CORPORATION 


VAPORIZOR-INHALATOR 


for 
Respiratory 
Disturbances 


Vapor-All enjoys an established 
reputation in hundreds of hospi- 
tals because it was designed to 
satisfy the need for an efficient, 
safe and trouble-free inhalator- 
visible water level an e 
fully encased heater, as well as 7.95 
the thermostatic cutoff (for Runs 12 Hours 
A.C.) insure safety. Runs up to 
12 hours continuously! Separate 
medicine chamber! 


Model EV 8 .....$11.95 

Model EV 6 .....$ 5.93 
West Coast Prices Slightly Higher 
Approved by Underwriters’ Laboratories and by the 
Council on Physical Medicine of the A.M.A. 


Order. from your dealer; if not available order direct 


SANIT-ALL PRODUCTS CORP. 


GREENWICH, OHIO 


Makers of 
Baby-All Sterilizers—Bottle Warmers—Vaporizers 
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No. MAS77 
LINE OF SERVING INSTITUTIONS FOR OVER 25 YEARS - 


MEMORIAL BEDS 


Donations are more generous 
when perpetuated in imposing 
bronze tablets, so do as leading hos- 
pitals do—make U. S. BRONZE 
your headquarters for solid bronze 
tablets of matchless beauty. WRITE 
TODAY FOR FREE CATALOG! 


Donor Tablets « Room Plates 
Bed Plates Memorials 


prompt mail service « free sketch 
CLASPS INSTANTLY” 


BED RAILS 


Headquarters” 
UNITED STATES BRONZE 


SIGN CO., INC. | 
570 Broadway, Dept. HT, New York 12, N. ¥ 


ee No. 572. A new Kit of Information 
covering Paging Systems has recently 
been developed by The Autocall Com- 
pany. A valuable reference source for 
hospitals concerned with conserving 
time and money in locating “missing” 
personnel, this new kit contains charts 
and tables which permit the reader to 
determine the exact amount of money 
which can be saved through efficient 
communications, comparisons of cost, 
maintenance, etc., between various 
types of paging systems; reproductions 
of photos of actual installations to 
illustrate the service in use; and cata- 
log pages covering various models of 
Autocall central sending stations, etc. 
Write for your free copy today. 


No. 576. Steel Drawers, which pro- 
vide quick, convenient storage for bio- 
logicals, are now available in sizes 
which will fit four standard General 
Electric refrigerators. The inserts 
make it possible for doctors, hospitals 
and pharmacists to protect their stocks 
of biologicals against spoilage caused 
by improper refrigeration. The drawer 
inserts are available for G-E’s stand- 
ard four-cubic-foot refrigerator and its 
six, eight and ten-cubic-foot models. 
Write for further details. 
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No. 295. The Ohio-Scanlan Adjust- 
able Body Elevator, which fastens to 
the accessory rails of operating tables, 
is made of brass, nickel plated; has a 
saddle that is raised by worm gear and 
can be locked at any point. Large and 
small saddle horns are adjustable along 
the saddle and held in place with sim- 
ple locking device. While the use of 
a body elevator is generally thought of 
for stomach and kidney work, this 
portable elevator can be used to ad- 
vantage for many other purposes, such 
as goiter bridges, rectal and procto- 
scopic work and for positioning the 
patient for treatment of dislocations 
and fractures. Write for further de- 
tails. 


No. 559. The “Microbomb” Vapor- 
izer, a warf-discovered method of 
combatting the spread of common 
colds, “flu,” ‘“‘strep’’ sore throat, 
measles, mumps and other respira- 
tory maladies, by means of a germ- 
killing vapor deadly to air-borne 
bacteria, has recently been developed 
by the Carand Corporation. A few 
seconds spraying is effective in a 
room 12’ x 12’ for eight hours and 
will kill approximately 90 percent of 
ait-borne microbes present. While 
deadly to germs, “Microbomb” is 
non-toxic, odorless, tasteless and 
colorless — harmless to humans and 
pets; and it cannot injure furnishings 
or equipment. In hospitals and in- 
stitutions, “‘Microbomb” can be used 
in every room and department. The 
vaporizer can be carried in one hand 
and used by hospital personnel at 
any time. Write for further details. 


No. 381. Wing Folding Aluminum 
Crutches are now being manufac- 
tured by Everest and Jennings, nation- 
ally known manufacturers of E & J 
folding wheel chairs and accessories. 
Wings, acclaimed the first real im- 
provement in crutch design, are light 
as a feather, yet strong and beautifully 
designed. A twist of the wrist and 
they can be folded compactly for use 
as canes. Precision constructed of 
airplane type aluminum alloys, they 
are both lightweight and rugged. 
Handgrips, armrests and tips are 
molded from Dupont Neoprene rub- 
ber . . . long wearing and impervi- 
ous to perspiration. Adjustable to 
heights from 41 to 58 inches, assuring 
comfort and fit for children and adults. 
Write for complete details. 


Powers 


No. 563. Bio-Sorb Powder, a new 
absorbable dusting powder devel- 
ed to replace talc as a surgical 
eid lubricant and for all medical 
uses, is now available to all hospitals 


and surgeons. Accepted by the 
Council on Pharmacy and Chemistry ; 
of the A.M.A., Bio-Sorb Powder 
eliminates the hazard of post-opera- 
tive adhesions caused by glove pow- 
der contamination. It is compatible 
with body tissues and non-injurious 
to rubber gloves. Bio-Sorb Powder 
is a wholly safe cornstarch derivative, 
treated physically and chemically to 
assure good lubrication after sterili- 
zation. Write for further details. 


No. 550. Daily Summary of Labora- 
tory Services (Form 757) is a care- 
fully prepared record book for enter- 
ing daily totals of tests performed in 
your laboratory. Carries exact head- 
ings and follows exact sequence of 
clinical laboratory section of new 
Forms A-ACS and B-ACS. Colum- 
nar arrangement of tests over 4-page 
spread. The dates are horizontal 
spaces — at the end of each monthly 
report. Each book provides for 12 
months’ record, plus an extra set of 
leaves, for an annual total. Write 
for further information. 
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WE APPRECIATE EQUALLY THEGIFTS OF MANY HUNDREDS 
WHO CAVE IN SMALLER AMOUNTS THEREBY HELPING 
TO BUILD AND EQUIP THIS STRUCTURE 
i 


3118 SWISS AVENUE, 


Prompt, continued control of 
pain is one reason FOILLE 
is “first thought for first aid” in treatment 
of BURNS, MINOR WOUNDS, LACERATIONS, 
ABRASIONS in offices, clinics, hospitals. 


CARBISULPHOIL COMPANY 
DALLAS, 


Patient comfort is prompt 


ANTISEPTIC ANALGESIC 


TEXAS 


EMULSION e OINTMENT 


*You’re invited to request samples and 
clinical data. 


No. 574. The Evenflo Deluxe Nurs- 
ing Unit combines two famous 
names — Evenflo Nurser (still avail- 
able) plus the advantages of Pyrex 
brand heat-resistant bottles. With the 
Deluxe Unit, nurses can place chilled 
nursers directly into boiling water and 
cool overheated bottles quickly under 
the faucet, all without fear of break- 
ing. Evenflo Deluxe units are available 
to hospitals in 4 or 8 0z. wide-mouth 
Pyrex bottles, nipple, cap and sealing 
disc. Write for further details. 


No. 119. The new West Mistorizer, 
a completely new hand operated in- 
secticide sprayer, is now available. 
Designed to provide efficient insect 
control, the new Mistorizer sprays 
insecticides faster, farther and with 
less effort than previous models. 


AUGUST, 1949 


Operates on AC or DC; requires no 
filters, oiling or greasing; airflow 
system cools motor; leak-proof; unit 
runs wet or dry; no condensation of 
steam or water to dilute insecticide; 
ball bearings hermetically sealed. 
For a free demonstration or free 
illustrated brochure, write to this de- 
partment. 


No. 570. The No. 816 Geerpres 
Mop Wringer, a “household” size 
companion model for general purpose 
cleaning in hospitals and institu- 
tions, has been announced. The 
wringer embodies all the features of 
the larger models and is designed to 
fit any common size pail or bucket 
holding 12 quarts or more and will 
handle-any 8 to 16 oz. mop. Weight 
about 8 lbs.; rubber grip handle; 
designed so there is nothing on 
which the mop can catch. Write for 
full particulars. 


No. 516. Sani-Swabs, machine made 
cotton tip swabs, save the time of 
nurses, eliminate waste and ineffi- 
ciency of hand-made applicators. 
Packed 1000 in a box in individual 
tissue paper packages of 125, they 
are ready to use and inexpensive. 
Write for your free sample package 
today. 


No. 524. Modern Sanitation Meth- 
ods — monthly news sheets contain- 
ing reprints of authoritative and in- 
formative articles on various sub- 
jects in the maintenance and clean- 
ing fields — will be sent your hos- 
pital upon request. Recent articles 
deal with such subjects as: Cleaning 
and Maintaining Bronze; Selecting a 
Detergent; Cutting Chamois Costs; 
Preparing Floors for Waxing; Faster 
Ways of Washing Walls, etc. The 
sheets are furnished in 81, x 11” 
size, punched for filing in a loose-leaf 
note book. A request on institution 
letterhead will bring these reprints to 
you monthly without charge. 


When You Think of - - - 


BUROW'S 
SOLUTION 


Use = 


DOMEBORO 


The patented, modernized form 
of basic ALUMINUM ACETATE. 
Available in: 

TABLETS — POWDER 
PACKETS — OINTMENT 


You will save time and money as other 
large institutions are doing in their out 
patient departments because no bottles o: 
distilled water are required. 


Hundreds of millions of tablets have been 
used all over the world by the U. § 
Army, Navy, Red Cross, Veteran's Ad- 
ministration, UNRRA and the U. S. Pub- 
lie Health Service. 


DOMEBORO TABS are listed on page 
376 of the ‘‘Manual of Dermatology” 
issued under the auspices of the Wa. 
tional Research Council as ‘‘BU- 
SOLUTION — DOMEBORO 


Samples and literature on request. 


DOME CHEMICALS, INC. 


250 E. 43rd Street 
New York 17, N. Y. 
Canadian Distributors: 

F. J. Whitlow & Co. 
Malton. Ont., Can 


Distributor for Cal., Ariz, & Nev. 
Bros., 420 S. San Pedro St., Los Angeles 
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No. 498. To encourage breast teed- 
ing of newborn infants, the new 
Plastishield Technic of breast care is 
tapidly gaining in popularity. This 
simple, more sterile method of nip- 
ple care protects against irritation 
and eliminates the necessity for 
messy medication. Plastishields are 
correctly shaped plastic shields, 
easily cleaned and conveniently worn 
beneath the customary hospital sup- 
port or brassiere. They keep the nip- 
ples moist and pliable, thus prevent- 
ing painful fissuring and soreness. 


No. 547. Domeboro Tabs Modern- 
ized Burows’ Solution Powder Pack- 
ets, a new innovation to make wet 
dressing (Burows’ Solution) therapy 
more convenient and efficacious, con- 
sists of an individually calculated 
dose of Domeboro powder equal to 
a Domeboro Tablet. The contents 
of this packet poured into a pint 
of ordinary water provides an excel- 
lent wet dressing solution (Burows’ 
Solution) for use on all acute in- 
flammatory conditions of the skin. 
Complete information and samples 
are available by writing the manufac- 
turer in care of this publication. 


No. 567. Jade-ite Fire-King Din- 
nerware, in a delicate color 3 green 
jade, as its name implies, is heat- 
proof and therefore will not craze 
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or warp when prewarmed for serv- 
ing hot dishes. A homogeneous 
product, it cannot absorb liquids, 
food particles or odors and can be 
kept sanitary under all conditions of 
use. The smooth, hard surface of 
the ware is easy to clean. Of special 
interest to large users is the fact that 
it is claimed to be the lowest priced, 
high quality dinnerware on the mar- 
ket. By using it exclusively, an 
operator, it is said, will reduce his 
service costs as much as 50%. Write 
for true-color illustrated literature. 


No. 529. The Flex-Straw is a new 
disposable, sanitary drinking tube, 
paper based but specially treated in 
high temperature-resistant microcrys- 
talline wax, making it adaptable for 
use in hot as well as in cold liquids. 
It is so designed that an ingenious 
patented crimped section near the 
top of the tube allows the straw 
to flex and bend to any drinking 
angle. Valuable time and expense 
are saved thru elimination of need 
for sterilization and breakage. Sam- 
ple package of Flex-Straws will be 
sent to hospital purchasing agents 
writing in on letterhead. 


No. 544. The Kollector, illustrated 
here open for use and closed for 
storage, has removable bag of heavy 
blue denim or white duck, with 
sturdy handles and draw strings, has 
a capacity of four bushels. Three 
inch rubber casters, rubber cushioned 
steel glides or rubber tips are op- 
tional. Special features include ad- 
justable hooks, which permits the 
use of any size or kind of bag; space 


saving, folds compactly and stands 
alone; ease of handling and noise- 
less; frame fabricated from heavy 
steel tubing with baked enamel fin- 
ish. The Kollector should have 
many uses in your hospital. Write 
for complete details. 


No. 564. O-Syl, a new type non- 
caustic, non-irritating, non-specific 
germicide, is effective for disinfec- 
tion of surgical instruments, floors, 
walls, dishes, and as an antiseptic 
rinse. O-syl is also pleasant to use. 
It has a slight flower-like fragrance 
and does not burn or irritate the 
hands. With a phenol coefficient of 
5, it is economical to use, a 1% 
solution costing as little as 2.4c per 
gallon. Write for professional sam- 
ples and literature. 


ATLANTIC CITY’S 
HOTEL of DISTINCTION 


Devoted to the wishes of a discriminating 
em e advan’ of a 
boardwalk hotel. 


Spacious Colorful Lounges—Sun Tan Decks 
inclosed 


and 
atmosphere throughout. 
When in Atlantic City 
visit the | 
FAMOUS FIESTA LOUNGE 
RENOWNED FOR FINE FOOD 


OPEN ALL YEAR 
Under Ownership Management 


Exclusive Penna. Ave. and 
Boardwalk 
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Northwest Institute of Medical 
Technology, Inc. 


Its Aims and Purposes 
(No. 144 of a series) 


The preparation of stains, reagents and all 
other solutions for clinical laboratory use 
(particularly the very exacting solutions for 
physiological chemistry) is within the knowl- 

ge of every Northwest trained clinical 
laboratory technician. This knowledge not 
only enables them to effect substantial sav- 
ings in operating costs, but aids them greatly 
in the application of the use of such solu- 
tions. 


Another reason why 
technicians trained the 
Northwest way are so 
capable of fulfilling 
the requirements of 
this exacting profes- 
sion. 


Catalog will be gladly 
sent upon request. 


3419 E. Lake Sti 
Minneapolis 6, Minn. 


EVEREST & JENNINGS folding 


WHEEL CHAIRS 


bring independence 
to the handicapped 


E & J Folding Wheel 
Chairs are comfortable, 
compact . and beautifully 
designed of chromium- 
plated tubular steel. Be- 
cause they FOLD for 
automobile travel, E 
& J Chairs make it 
possible for handi- 
capped individuals to 
work, play, go any- 
where! Make sure you 
are the dealer who 
will serve your terri- 
tory by arranging for 
an EVEREST & JEN- 
NINGS dealer fran- 
chise. 


Lightest and Strongest 
Wheel Chair 
Everest and Jennings Wheel 


Chairs weigh only 34 pounds. . . 
Width open is 24!/ inches . 


Closed 10 inches. Available for 
immediate delivery. If additional 
information is desired, write for 
our catalogue on E & J Folding 
Wheel Chairs. 


Manufacturers of the new 
revolutionary WING FOLDING 
ALUMINUM CRUTCHES 


EVEREST & JENNINGS pept. 20 
761 North Highland Avenue 
Los Angeles 38, California 


DETROIT’S “FIRST” 


IN CONVENIENCE - COMFORT: QUALITY 


In the heart of the downtown, office, theater, . 
and shopping area. Friendly, courteous service 
to make your stay in Detroit a pleasant memory. 
The Tuller Coffee Shop or Cafeteria for excel- 
lent Food modestly priced. The Hotel Tuller, 
Detroit's largest, is the place to stay. 


visit our Cocktail Lounge 
ONE OF DETROIT’S FINEST 


800 ROOMS with BATH FROM $9"5 


Motel Tuller 


FACING GRAND CIRCUS PARK 
FRANK K. CANNON, General Manager & 
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READ! 
And Pass Along 


this copy of Hospital Topics to your depart- 


ment heads and personnel. 


Hospital Topics is the friendly hospital jour- 
nal publishing news of the field that will in- 


terest all members of your Hospital Family. 


Read it and Pass it Along, so that all of your 
department heads may benefit by Hospital 


Topics’ breezy, easy-to-read hospital news. 


HOSPITAL TOPICS AND BUYER 
30 West Washington Street 
Chicago 2, Illinois 
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RADIOACTIVE ISOTOPES TO 
SWITZERLAND 

Abbott Laboratories has the distinc- 
tion of being the first pharmaceutical 
house to send a commercially proc- 
essed shipment of radioactive isotopes 
abroad. It was shipped by plane to 
Switzerland last month. 

Gold was made radioactive in the 
atomic piles at Argonne National Lab- 
oratory, near Chicago, and rushed to 
the Abbott isotope laboratories for 
processing. When ready for use, the 
material was taken to the airport by 
Dr. D. L. Tabern, head of the special 
research department at Abbott, and 
placed aboard a TWA plane for the 
transatlantic flight. The recipient was 
Dr. J. H. Mueller, professor of radi- 
ology and pathology at the University 
of Zurich medical school, who put it 
to immediate use in the experimental 
treatment of cancer. 


+ 


DR. BUCKMAN JOINS 
PARKE, DAVIS 

Dr. R. J. Buckman has joined Parke, 
Davis & Company, Detroit, where he 
will serve as a member of the medical 
staff of the sales and promotion divi- 
sion. Prior to coming with Parke, 
Davis, Dr. Buckman spent ten years 
in the practice 6f medicine in his home 
state of Kentucky and in Tennessee, 


NEWS FROM SUPPLIERS 


and nine years in medical work in the 
pharmaceutical industry. He is a 
graduate of the University of Louis- 
ville school of medicine. 


+ 


PAINT PRICES REDUCED 

Devoe & Raynolds Company, Inc., 
has announced a reduction in price on 
their Devoe trade sales paint and var- 
nish products. Costs are now being 
refigured on the lower priced linseed 
oil, to establish new selling prices, 
which will be retroactive on all ship- 
ments made on July 2 and thereafter. 
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PERSONNEL CHANGES AT 
UPJOHN BRANCHES 

Opening of the new Upjohn. Phila- 
delphia branch at 401 North Broad 
Street, about July 1, resulted in several 
changes and promotions in both sales 
and branch office management. The 
new offices, incidentally, will serve 
eastern Pennsylvania, southern New 
Jersey, Delaware, Maryland, Virginia, 
northern North Carolina and the Dis- 
trict of Columbia, all of which were 
formerly in the New York territory. 

Fernen E. Fox, Minneapolis sales 
manager, has been named manager of 
the new branch. Acting New York 
Manager V. J. Ranney has transferred 


to Philadelphia in the same capacity, 
and H. R. Gruber, former New York 
office supervisor, has replaced Ranney. 
Arthur Sailer is the new sales manager 
at Minneapolis. He had been southern 
divisional sales manager in New York. 

Upjohn’s monthly publication for 
sales and branch office personnel, the 
Overflow, was a first prize winner in 
the 1949 International Industrial Pub- 
lications contest. The winners were 
announced during the annual conven- 
tion of the International Council of 
Industrial Editors, held recently in 
Toronto. 
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DEVELOP. DISPOSAL 
EQUIPMENT 
Today intravenous solutions are 
used routinely in hospitals, both be- 
fore and after operations, and are 
playing an important part in speeding 
up recovery of patients. Since World 


Cutter’s new disposable equipment. 


War II, the use of hospital solutions 
and expendable intravenous injection 
equipment has become a recognized 
procedure in most hospitals. Cutter 
Laboratories, Berkeley,- Calif., has 
been in the solution business since 
1933, but the development and use of 
disposable equipment, a time saver for 
hospital personnel, is a more recent 
one. After parts are assembled at the 
Berkeley Laboratories, technicians in 
the hospital appliance department 
“strip” the tubing, thus removing all 
kinks before the intravenous equip- 
ment goes into sterilizers. The dis- 
posable set is then inspected, packaged 
and is ready for use. 
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MANUFACTURES MECHANICAL 
KIDNEY 

Allis-Chalmers, Milwaukee, Wis., 
has departed from its usual production 
of power, industrial and agricultural 
equipment to produce a mechanical 
kidney and contribute it to the city’s 
medical profession. It is an improved 
unit of the type invented in 1944 by 
Dr. W. J. Kolff of Holland. 

Built of stainless steel, the mechani- 
cal counterpart of the human kidney 
is about 5114 inches ‘ong, 42 inches 
high and 24 inches wide. It is capable 
of replacing the function of the human 
kidney for several hours where acute 
uremic poisoning exists. It has been 
known to remove enough poison in 10 
hours to permit the patient to live 
eight or ten days without further ap- 
plication of the machine. Company 
engineers under Jack Wilson, chief 
physicist, and George Cassel, of the 
firm’s new product development de- 
partment, handled the work. 
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S & D EXECUTIVE ON 
TEACHING MISSION 

Paul W. Wilcox, director of phar- 
maceutical research at Sharp & Dohme, 
Inc., is now in Germany, one of 16 
members of a teaching staff selected by 
the Unitarian Service committee for 
that ofganization’s medical mission. 

Refresher courses for DP physicians, 
dentists and pharmacists in Germany 
are the object of the mission, which 
was organized by the USC at the re- 
quest of the International Refugee 
Organization. $50,000 has been ap- 
propriated for the purpose. 

Staff members left last month to 
conduct the two consecutive courses of 
four weeks each for physicians and 
pharmacists at the IRO hospital at 
Altersheim, near Munich. Enrollment 
included 150 physicians and 60 phar- 
macists. The dental refresher courses 
are being given this month at the Uni- 
versity of Hamburg. Mr. Wilcox is 
the only industrial scientist on the 
mission. 

Meanwhile, on the local scene, Dr. 
Joaquin Valbuena has been appointed 
scientific editor of export publication 
for Sharp & Dohme. Dr. Valbuena 
is a native of Colombia, and received 
his M.D. from the University of Bo- 
gota in 1934. From 1947 to 1949, 


AUGUST, 1949 


Dr. Albert Schweitzer, famed medical missionary visiting in this country, selects 
a year's supply of suture material for his 350-bed hospital in French West 
Africa. A gift of Ethicon Suture Laboratories, the sutures are presented by 
George A. Kellogg, professional relations director at Ethicon. 


he was attached to the New England 
Deaconess hospital in Boston, doing 


postgraduate work in thoracic surgery. 
He succeeds Dr. C. F. Bilboa. 


+ 


EQUIPMENT FOR PLANT 
HOSPITAL 
The Ambridge, Pa., plant hospital 
of the Spang-Chalfant division of the 
National Supply Company has just in- 
stalled an apparatus that administers 
oxygen to victims of electrical shock, 


irritant gases, carbon monoxide poi- - 


soning and other respiratory condi- 
tions. Known as a Pneophore, the 
device, in effect, takes over the job of 
breathing for the victim. It is manu- 
factured by the Mine Safety Appli- 


ances Company, and was developed - 


during the war to administer oxygen 
to airmen wounded at high altitudes 
and unable to breathe with the stand- 
ard aircraft oxygen equipment. It is 
now approved by the American Medi- 
cal association, and Spang-Chalfant re- 
ports that besides its use for emergen- 
cies, the instrument can provide first 
aid treatment for employees suffering 
from heart attacks, asthma and similar 
ailments. 


BRISTOL LAB PROMOTES 
THREE 

Bristol Laboratories, Inc., have pro- 
moted three of their executives, ac- 
cording to Fredric N. Schwartz, presi- 
dent. 

Dr. Philip I. Bowman has been 
named executive vice president. He 
had been vice president in charge of 
the plants of Bristol Laboratories since 
1947, 

James D. McNitt, formerly an as- 
sistant vice president, was elected vice 
president in charge of manufacturing. 

Morris S. Weeden, formerly direc- 
tor of the company’s financial division, 
has been named assistant treasurer. 


+ 


NEW MEMBER OF GLASS 
COMPANY 

Frank Dennis has been assigned to 
the Chicago branch office of Libbey 
Glass division of Owens-Illinois Glass 
Company, according to the general 
sales manager. A native of Chris- 
field, Md., Mr. Dennis attended the 
University of North Carolina. He 
had previously been associated with 
the U. S. War Department purchasing 
section, in Washington, D. C. 
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If you haven’t yet installed a Payroll Savings Plan in your 
company, you can be pretty sure some of your employees 
are asking that question. For workers like this easy, auto- 
matic way of investing in U. S. Savings Bonds—and more 
than 20,000 large companies have made this convenience 
available to the people on their payrolls. 


WHAT GOOD IS “PAYROLL ‘SAVINGS’? 


The Payroll Savings Plan is the only means by which 
people can obtain Bonds automatically on the installment 
plan. It pays off in many ways: increased security for the 
individual, who gets back $4 for every $3 when the Bonds 
mature; company benefits due to improved worker morale 
—a reduction of absenteeism, labor turnover, and accidents; 
increased national security, because Bond sales spread the 
national debt. 


our company 
like other 


HOW MANY CAN AFFORD BONDS? 


Deductions for taxes and other purposes which reduce 
take-home pay should not be confused with allotments for 
Bonds, which are taken home as interest-paying savings. Of 
course, the cost of living makes it tough for some people to 
buy Bonds. But nation-wide experience indicates that 40- 
60% of the employees in any company can be persuaded to 
sign up for Payroll Savings—without high-pressure selling. 


7,500,000 workers are regularly buying an individual 
average of $20 of Savings Bonds per month. Show your 
employees that you want them to have the convenience of 
Payroll Savings. You'll find it easy to set up the Plan in your 
company. All the materials and assistance you need are avail- 
able from your State Director, U. S. Treasury Dept., Savings 
Bonds Division. (See your phone book.) Why not talk it 
over with him now? 


The Treasury Department acknowledges with appreciation the publication of this message by 


HOSPITAL TOPICS AND BUYER 


This is an official U. S. Treasury advertisement prepared under the auspices of the Treasury Department and The Advertising Council. 
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A single protein preparation to take the place of meat. 

At a time when the patient’s protein needs are the 

greatest, that protein supplement must be adequate. 
With this aim in view, Abbott scientists 

painstakingly tested all possible source materials. 

They narrowed their choice to animal blood fibrin, 

one of the highest biologic value proteins. They 

hydrolyzed it to conserve all the amino acids in the 

correct pattern for optimum tissue repletion. 

The result: AMINOSOL. 


MEAT 


Every known laboratory test is performed to 
assure AMINOSOL’S ability to promote and maintain 
growth, its sterility and its freedom from 

antigenicity. But the greatest test of all comes in 
clinical usage. Here it has been shown that as the 

sole source of amino acids, 2000 cc. of AMINOSOL 
daily will maintain nitrogen balance in a 70-Kg. 

man until the time when whole meat may again 

take its place in the diet. 

AMINOSOL is supplied in 500-cc. and 1000-cc. 
Abbott Intravenous Solution Containers, ready to use. 
It may be stored at ordinary room temperatures 
for two years or longer. Next time, specify AMINOSOL. 
ABBOTT LABORATORIES, North Chicago, Illinois. 


® 5% Solution 
AMIN | Ss L 5% with Dextrose 5% 


ey 5% with Dextrose 5% and Sodium Chloride 0.3% 


For convenient administration 


use VENOPAK™ 


Abbott's completely sterile and disposable 
venoclysis unit. Safe, convenient — ready to be 
used once, then throw away. 
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Allergens are shocking to many regions of the body when 

they set up a biochemical tumult. In allaying distress or in shielding 
from attack, physicians find ‘Histadyl’ (Thenylpyramine Hydrochloride, 
Lilly) has solid virtues. Side-effects are slight and rare. 


Diversity of allergic manifestations, variability among 
individuals, and dissimilar degrees in severity of symptoms 


call for a versatile antihistaminic. 


in its many dosage forms is competent in a wide range 


of both systemic and local shocks. 


Detailed information and literature on ‘Histadyl’ are 
available from your Lilly medical service representative 


or will be forwarded upon request. 


PREPARATIONS OF HISTADYL 


AMPOULES 


CREAM 
OPHTHALMIC OINTMENT 


PULVULES 
Timed Disintegrating 


ENSEALS, Tablets, Lilly) 


SYRUP 
SOLUTION 
ie EL! LILLY AND COMPANY + INDIANAPOLIS 6, INDIANA, U.S.A. 
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